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A SHOW WINDOW SEEN BY 14,000,000 PEOPLE 
RANE national advertising is the show _ is showing and creating the demand for finer 
window of every plumbing contractor bathrooms with “Crane beauty in the open; 
who supplies Crane fixtures and fittings. Crane quality in all hidden fittings.’ 
Every Crane advertisement displays actual Why not make this great Crane national ad- 


Crane fixtures in new and tasteful settings. vertising campaign your own show window 
To more than 14,000,000 home-makers, it and profit by its tremendous selling power? 
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The Talent of success 1s nothing more than 
doing what you can do well, and doing well 
whatever you do. 

Longfellow 


The YVQGEL Line will help you along the 
road to success. It will bring you in con- 
tact with new customers and new work, for 
the VQGEL Line is usually the opening wedge 


for other sanitary improvements. 


Do your best with the VQ@GEL Line, and 
other work will come along as a reward. 


See your jobber -he has sold the VQGEL 


Line for years. 








ra 


Jos. A. Vogel Co. 


Wilmington, Del. 





St. Louis, Mo. 
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The First Tunnel Kiln in America 
for Firing Sanitary Pottery 


In 1915 Mr. C. J. Kirk, president of the Universal Sanitary Manufacturing Co., 
built, in his New Castle pottery, the first tunnel or continuous kiln for firing 
sanitary pottery in this country. 


Eliminating saggers and providing the first absolute control of temperature, a 
uniformly brilliant glaze was at last made possible. 


Having pioneered in the three most important developments in pottery making, 
namely, the casting process, the tunnel kiln and the humidity drier, it 
is but natural that our idea of matching the design in the ‘‘Colonial” closet 
bowl, tank and lavatory should continue to maintain our leadership. 











We can supply you 
with our booklet on 
‘Colonial’ Matched 
Designs. 


Universal Sanitary 
Manufacturing Co. 
New Castle, Pa. : 





COLONIAL DESIGN 
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_ Little thing 


in th . ee 
‘Plumbing Business ....... 


tified by a Black 
Stripe 





NEVER~DRIP 


THE WASHER TESTED TOA MILLION FAUCET TURNS 


—another W-W 
Product that 


HE greatest step forward in faucet washers since their in equals the 
vention. A washer that will do what every Master Plumber " 
would like it to do—last indefinitely. A washer that will give Quality 
endless satisfaction and eliminate the nasty complaints on re- 
of the 


washering jobs. 


Months of untiring research. Test after test. The combining MUSHROOM 


of many materials. Finally the washer of washers. The Never- 


Drin faucet washer is another tribute to science. araba 


Back of the ‘biggest little thing in the plumbing business”’ is a 
nation-wide advertising campaign. Just as the Mushroom Par- Stops the leak 
abal has swept across the horizon, so will Never-Drip Faucet 
Washers. Magazine advertising, window displays, folders — all 
will tell the consuming public that Master Plumbers now have a 
faucet washer that meets every requirement. Get your supply 
today, eliminate another bugbear of vour contact with the public. 





Woodward Wanger Co. 


Philadelphia 


Quality Plumbing Specialties Since 1906 


Western Branch Canadian Distributor 
922 Franklin Street S. T. HADLEY, 111 Anderson Street 
OAKLAND, CAL. MONTREAL, P. Q. 
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You haven’t completed that boiler 
installation— without a Paracoil! 


O NOT HESITATE. It 

will operate on any steam boiler! 
Examine the red diagram—see how 
easy it is to install. . 





Examine one of these heaters and note 
its simple, sturdy wear-proof con- 
struction. 


a OTE SOM Rit igi rs " renee 


Write today for full information with 
complete list of sizes and prices. 











Davis Engineering Corp. 
90 West Street New York City 















































DOMESTIC 


ENGINEERING 





May 2, 1925 





RESIDENCE of Mr. O. H. Hos- 
tetter, Hanover, Pa., heated 
by No. 624 Mills Steam Boil- 
er, 1250 ft. Princess Water 
Radiation, Warren Webster 
System. 














“Cold weather is our best friend” 


FEW DAYS of exceptionally cold weather and the 

user knows the truth about his boiler. Either he finds 
that he has an efficient boiler, because it responds to the 
extra load placed upon it and keeps his home warm and 
comfortable, or, he learns that it is inefficient; because, no 
matter how much coal he burns his house is chilly. While 
he considers this discomfort, his only penalty for having an 
inefficient boiler, the truth of the matter is that this lack of 
reserve to meet extreme weather conditions is a sure indi- 
cation that he is burning more fuel than he should every 
day his boiler is in operation. 


When a cold snap comes, architects and heating con- 
tractors who recommend H. B. Smith Boilers have the 
pleasant satisfaction of knowing that their customers are 
finding plenty of reserve capacity in their boilers to keep 
them warm and comfortable — proof that those boilers are 
daily operating at maximum economy. Thus, cold weather 
brings to light the true value of the architect's or heating 
contractor’s recommendation. 


When the public is made familiar with the fact that in- 
ability to keep warm in extreme cold weather is a positive 
indication that they are burning more fuel than they should 
every day their boiler is in operation, then architects and 
heating contractors who recommend proper size, fairly rated 
H. B. Smith Boilers will be freed from the competition of 
over-rated boilers. 


THE H. B. SMITH COMPANY 
Dept. A7, Westfield, Mass. 


Sales Offices and Warehouses at: 














To help you acquaint your clients 
with the truth about boiler ratings, 
we have recently issued a 16-page 
booklet called, ‘‘Guaranteed Heat- 
ing Satisfaction at Minimum Cost.”’ 
It thoroughly covers the subject of 
boiler ratings, and explains, in an 
easily understandable way why the 
inability to keep warm in extreme 
cold weather is proof of daily fuel 
waste. It will help you to convince 
your clients why they should be 
careful to get a fairly rated boiler of 
the proper size. Your copy is free. 
For your convenience in ordering 
it, please use the coupon below. 


ee a A ee ee 








Westfield Cleveland 


‘TH H-B:SMITH 


BOILERS & RADIATORS , 


. ~ : 
Boston New York Philadelphia THE H. B. SMITH COMPANY 


Dept. A7, Westfield, Mass. 
Gentlemen: Send a copy of your new booklet on 
Boiler Ratings to: 


1 
1 
1 
| Name 
| 
l 


Street 





lised in fine homes and buildings since. 1860 


i a ob an ae ae 


City is State 
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Spring, Spring, 
Beautiful Spring 


is here again, and happy are we, as the girls in the 
satin overalls say in the chorus. 





nies NYE—the Die Man 
Spring is about the best thing that ever was sprung. pine tool maker to the 
And not only because of the breezes and the trees and American Plumber 
and Steamfitter 
the bees—but 


The sound of the hammer is heard in the land; and 
it is building and boosting, not knocking. 


The bride needs a house, and the house needs a bath- 


tub, and the bathtub needs a plumber. Oh, joy! 
Are You All Set? 


Fixtures and fittings, pipe and lead, porcelain and pep? 
Spring is the plumber’s paradise—or ought to be. 

Tools are equally important. You not only want to 
get the job, but to do the job well, and at a profit. 

To save time and material means to make money, and 
it also means to make friends. 


Nye Dies cut faster, smoother and easier than any 
other. That saves labor and saves money. 


Any pipe-cutting tool made by Nye is the best pipe- 
cutting tool made by anybody. Are you all set? 


HARRY G. NYE 


THE NYE TOOL & MACHINE WORKS, 108-128 N. Jefferson Street, Chicago, Illinois 





No. 1A Nye Toledo type 


Ratchet Threader 


$12.00 net 
On Pacific Coast $12.75 
~—_______—_- — a 2 


Sold under the usual Nye guaran- 
tee—satisfaction or money back 




















Mention Domestic ENGINEERING when writing advertisers. 








10 DOMESTIC ENGINEERING May 2, 1925 
e 
| @ 
Yntroducine~ 


Cast brass swivel 
ball joint shower 
head 5 in. dia. 










Globe pattern bi-pass valves 
high removable seats. 
Stems, seats, and stuffing 
boxes all made of rod and 






are removable allowing 
complete repacking of 
valves from the front. 








Large brute type 
nozzle of a pleas- 






ing design. 











The new Wiseco concealed Bath and Shower 
combination has many exclusive features that 
appeal to the plumber. Constructed entirely 
of brass it gives assurance of dependability 
long after it has been installed. 

















MANUFACTURED BY 


J. B. WISE, Inc. 
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Tub connection 
made with swivel 
ball joint and 
long threaded 
shank to meet 
various rough-in 
conditions. 






Having no complicated parts and liberal 
adjustment features, it permits a quick 
and simple installation. 
the Practical St. Regis, you will have no 
regrets or come backs. 
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New York, 


Watertown, N. Y. 


Dallas San Francisco 

















Tub and shower 
valves assembled 
and shipped as a 
complete unit by 
use of union tee. 





Patented 


either way. 





Globe type tee 
with extra large 
G, J. seat for in- 


ner tube. 


hat he thinks is good. Every cit 


e ants, to improve that he 
think bad.’ That iS an old ij 

ing, it is gust as true now as it wa 

phen ait wa poken But 
vhat good and what is bad i: 
nol entirely clear in plumbing 
and plumbir code The 


ifting day after de 


the bad From the 
the good vil 
eventually 
SUTVUDE to 
the betterment 
of plumbi nq 
and of the hu 


man TACcE 


The Owl 


trip 
cam opens by 
turning handle 

















for plumbing pape 
















Large waste pipes 
designed to allow 
quick egress of 
wateratalltimes. 
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Lego 


opportunity to sho 

your customers the 
name “Kohler” in the 
enamel. They have 
heard about this mark 
of quality. Point it out 


It builds confidence 








If you sell them—display them 


bracket insures an extra sturdy 
and workmanlike job to gratify 
sinks are so popular the plumber’s pride —no sagging | 
ready sellers forthe plumbing — and wall damage; a trim and tidy 
dealer. installation to delight the house- 
wife who likes to have her kitchen 
floor free of encumbrances. 
If you sell Kohler Ware, be sure 
to display Kohler sinks. Their 
graceful beauty and the superb 
quality of their snowy enamel 


Every woman longs for a really 
fine sink. That is why Kohler 
and such 


The sink in the picture, for in 
stance. It’s an F-1007, fitted with 
compression faucets and mounted 
on the Kohler Concealed Sink 
Bracket. 

A roomy, practical, beautiful 


sink! And that improved Kohler — will win you many a sale 


Kohler Co., Founded 1873, Kohler, Wis Shipping Point, Sheboygan, Wis 
Manufacturers of Enameled Plumbing Ware and Automatic Electric Plants 


BRANCHES IN PRINCIPAL CITIES 


EROFKOHLER 


Enameled Plumbing Ware 


OF THE NATIONAL 
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Celiween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


| PP OF THE MAN WHO SAYS, “I’M experience is trump. One member leads with a knotty 








no salesman,” and then goes ahead to prove problem. He may be a distinguished Southern gentle 
that, although he may never have taken a sales man. The sombreroed gentleman from the West look 
correspondence course in the gentle art of putting over over the cards he holds and, with that “poker face" 
a sale, he knows more about the strategy of making tor which that section is justly noted, calmly trump 
people buy than the author of a handful of books on the problem with an experience ac Yorhaps he lead 
how to sell. A. G. King tells in this issue of a heating back with another problem, for which the ventlemar 
contractor who could wipe the joint of a sale with neat from Maine, or Hlmots, or Wisconsin, may hold. the 
ness and dispatch, and with no party to it being wor trump card. And so the game goes on, Join in. There 
ried much about the topic of price. A rattling good are plenty of problem cards to go around the Round 
story, that should be of value to the trad lable. Every member brings his own decl 
N a ARTICLE THIS WEEK ; THAT WOULD YOU DO Ii 
L . Starbuck lets the “boys on the Retired Plumbers W ck Seid cco «nial deh 
el ee of the track” have thei Say and tound that the item of “cartare” 
\nd when he says “East,” he means — was the biggest of all? Overhead the 
east, for one of his correspondents mall yob forn i thie ) n. 2 
writes from Tientsin, (pronounced. like MW: does the matter of charging for the 


tg 
WA 


two badly controlled sneezes in quick 






succession ) China. Sectional differences 
ot opinion do not alway s mean civil wat 
When all’s said and done, these com 


munications from all points of the com 


pass seem to indicate that while. there W' Ty DS VOI KNOW © 
are differences of Opinion as to What 1s _ thre ( thre ftice he 
the best. plumbing practice, everybod tional Asso of Master Plun 
has the same idea in mind—a good job ‘ ( here | ed State 1 die 
well done. Read what they say about ever trv to figure out ju t 
plumbing “East, West, North, Sout! necessary toh u cau u 








B" MONTE APPARENTL\ 1S PLUMBER trip to Cincmnati to get first-hat 
never heard that old iving, - Nevet ), GUE SSED AT costs formation. and vou wl find ' thy 
| 1)] i Hi bs) ESTIMATES WERE! issue not onl Fe ew ol thre liuitie 


trouble trouble til trouble troubles you WRONG. THE SHERIFF | ‘ =e . 
* AT THE AUCTION SOLD, yt ie national olce, 


trouble he can think up to shorten its MIS ASSETS FOR A SONG torical sketch of the development ot 


| — j \ : , aS : a 
roubled existence \nd, since trouble K\merican bt ( associatiot 


His business is giving trouble all t 








doesn’t alwavs advertise its exact loca 


tion, Belmonte 1s forced to be something of a detective ij) NT OVERLOOK THE REGULAR FEA 


1 order to get close enough to it to worry it out of its tures of your weekly Beside the important 
Where others give up, Belmonte commences and feature articles, there are the departments carried on 
e to the delinquent member of a heating plant which for your information or edification. News 1 bun 
tries to hold out \n interesting chap, this Belmonte, dantly supplied o that you ma know what triend 
nd his stories of “Hunting Trouble” are in the best and acquaintances are doimyg Phe Advertising Ted 
ler class. We take great pleasure, ladies and gentle torials and the Sales Letters appear regularly, em 
i!) introducing to vou Belmonte On this. his first hodying sale idea Lhe rat Da \lovement 
warance Mm public revie wed each weel \aake list t evel le partment 





i AROUND THE ROUND TABLE THE’ e : 
4 sit, thirtv members. Thirty members trom widely Ouse 


scattered communitie n the game they are playing, 











NET 





States West of the Rockies, $10.20 


12 


(States West of the Rockies, $12.75) 
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“TOLEDO 
THREADS 1 


No. l— 
TO 2 


“TOLEDOS”— 


PIPE THREADERS OF QUALITY 


Like the sterling mark on silver, the word 
“*TOLEDO” and the five-sided trade-mark, means 
the highest possible quality in pipe threading 
tools. 

Efficiency, durability, satisfaction and now 
PRICE, these two ‘‘TOLEDO”’ tools for thread- 
ing 1” to 2” pipe are the outstanding values 
today. 

The same ‘‘TOLEDO”’ quality tools known for 
years for their superiority, and now equipped 
with new style taper pins permitting the operator 
to cut over or under-size threads as well as stand- 
ard threads. 

Your order placed with your jobber will have 
his prompt attention. 


BUY BY COMPARISON AND YOU’LL BUY A 
et 29 
TOLEDO 
Ww 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


Canadian Licensee 


A. B. Jardine & Co., Hespeler, Ont. 





**TOLEDO" No. 1A— 
RATCHET 1” TO 2” 
THREADER 
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What kdn- ducation means more than 


. scientific knowledge. The value of 
cation Does college training for the 
plumber 1s greater than the benefits derived from text 
} 


master 


WOOKS 


laboratory experiments and lectures. The im 
portance of such knowledge is not to be discounted, for 


the gaining of it by men who are later to put it to prac 


tical use spells big things for the future of plumbing 
and heating. 

But of even greater importance to those who becom 
master plumbers in college is the ability to meet life 
in all its phases that four years on a college campus give. 

This industry has a place for more plumbers who can 
walk into a conference of big business men and sell them 
the plumbing, the heating, the ventilating that should 
go into the contemplated building, because they can 
sell themselves. It has a place for more plumbers who 
can play golf with and entertain on an equal footing 
architects and graduate engineers. It has a place for 
more plumbers who can talk with the society matrons 
of the city, who can talk with an easy familiarity to 
any one who needs plumbing, 

It is that ability that college activities and associations 
business 
the 


atmosphere, he has the business knowledge, the respect 


give the student to with him into his 


life. 


carry 


It’s easy to tell the college man. If, besides 


of the community is his. 


stones 


precious 


The O7/ Many plumbing and heating men have 


been looking at the oil burner for some 
Burner 


They have believed in practicing the “look before you 


Precious are because 


them 


pres lous 


we have few of 


time with their tongues in their cheeks. 


Many have looked long enough. They 


And 105 out 
of 143 of these plumbing and heating men answered 


maxim. 


} ” 
iCap 


ire now selling and installing oil burners. 


in the affirmative when asked, “Has the oil burner you 
sell given satisfaction?” That’s a real vote of confidence 


It should decide many who are still “looking.” 
The 


to be afraid 


mustake in life 


you'll 


greatest 


make one. 


td 


» a on 2 Phe success of furniture houses, 
Partial Pay- siceger 
>) = radio and = must dealers CEC 

ment I lan trical appliance distributors, auto 

mobile agencies and many other lines of busine in 


selling on the partial payment plan challenges the at 


and heating contractor 


tention of the master plumber 
Phe 


installments” has 


often. system of “pay a little down and the rest 


in easy undoubtedly made sales grow 
for them on what was formerly barren ground 

This subject was thoroughly discussed by the entire 
industry during the post-war period 


Many 


policies that make tt 


manufacturers have since then arranged sales 
possible for the master plumber 
or heating contractor to customer part pay 
ment privileges in the purchase of individual products. 
Many jobbers, 


And here and there can be found 


too, are prepared to finance such sales 


master plumbers who, 


by themselves, through acceptance corporations, 01 


through their banks, employ such methods in_ selling 


their goods and thei services 


] 


\t the present time, ‘the partial payment plan 1s. the 


individual’s problem. Its adoption by the entire industry 
the changing world will 
But 


( pecially Onl 


is a future-a move which 


eventually demand or eventually reject. many a 
master plumber is in a community where, 
remodelling work or for the addition of that extra bath 


a part payment polt \ 


room, he could carefully operate 
to his decided advantage. One could spend his time to 
worse advantage than in sounding out the possibilities 
of such a selling plan in his locality 

opportuni 


hustle 


10 pe 


| cent 


Success 1s 


and 90 per cent intelligent 


progress 1 


») This has been a year ot 
Portland plumbing and heating. More has been 
in June 


been done on a national plumbing code, more ha 


done on. standardization, more has 


educational than in 


the 


been done on an program any 


other twelve months in history of plumbing 


Slated for big forty-third 


the business sessions of thi 


national convention are these important subject in 


uch shape that they can be acted on——put into opet 


ation. Be there. 




















Why 
‘Talk 
Pricer 


By A. G. KING 







0 I no oour pat ar oii ) 
! Ther 0d inv men in the plumtl 
I ind itin ty ! toda who either 
ver wror of merchandisin ” l 
ill norayr f busin method I 
! nee peter I ne mel Mat 1 
! pert work n, having been trains 
! rk rapidl ind in a neat and 
rki nlik manner vet when weighed 
! ith tl ! | of conducting a 
! ir I inable xerci it 
tell n mel r decision in matter 
ll-importar malt ( | busin 
! in 
i i ‘ t nr 
I ( nt i heir terling hon nd 
li od low hers fail ut 
by i ! that th il I hon 
} 1} r witl ] clien “There are some men 
ndt 1 harp ] ne iu iol who ean sell anything 
in ¢ tie ‘ , al — : from shoe-laces to life 
on oananes P j bu ‘ insurance, but lam not 
For men without th benefit of a busines wyrick one of them” 
tinir there is a wealth of valuable help and in 
formation to be had trom the experiences of other 
is related in the trade paper and from the matter 


7 i trade in the interest of a boiler man 
hein distributed by the National Trade Extension 
ufacturing concern and at that time 
st met Tom Collins He was a good, honest and 
a . : : capable man who had just started in the plumb 
MAKING Usk OF OTHERS’ EXPERIENCE 


ing and heating business sJefore telling of his 

7s ee eee ee eee ee work let us say that he has succeeded in building up a 
with a plumber, he said ‘I read every issue of rood business and reputation in his town. While he 

my weekly trade paper from cover to cover and I must not classed as one of the “great” or “near great.” nor a 


} vie I u¢ ‘ } . : 
that I have gleaned from it much valuable informa one whose name appears frequently in the daily paper 


tion and many helpful suggestions.”’ Speaking of articles 7 | 


is considered one of the solid dependable men of hi 
concerning successful masters, he said that he was much localit: 


interested in reading them but he felt that where one 


man had been successful there were twenty-five who had ORIGINAL SALES IDEAS 
failed We suggested that the failures of the twenty-five \ROM an acquaintance of many years we can say thi 
were no doubt due to ignorance of business methods and |: we believe that his success is due to a policy of squat 
lack of business training He mentioned the ‘Ask ‘em dealing, honesty in business, and a reputation of alwa 
to bus irticles and thi reminded us of Tom Collins doing good work and satisfving a customer While ne 
We told him of some of the methods used by this man chooled in salesmanship Collins has many original ide 
who was without a business training, and yet had made as to methods of selling plumbing and heating We we 
1 wondertul succes in business Tom Collins’ experience disci ing the “Ask ‘’em to buy” campaign and he 
is of value to every man who is conducting a contracting No doubt the idea is a good one when prope! 
business in plumbing and heating therefore we hall vorked. however. I never had the ‘gift of gab’ to tal 
relate it for the benefit of these men prospect into buying omething that he himself did 

A number of vears ago the writer was calling on the ippear to want There are some men who can sell a! 


16 
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thing from shoe-laces to life insurance but I am_ not “T see that in vour library you have planned an orna 
yne of them.” mental window located high up and centered on one side 

Knowing that Collins had the reputation for landing of the room, and that the plans show bookcases on this 
a majority of the contracts for the better class of plumb side. Why not place the radiator in a pocket under the 
ing and heating jobs awarded in his neighborhood, we window and use a bronze finish ornamental grille or 
could not understand this line of talk and we intimated sereen in front of it? You will require possibly from 


that he must have some selling ability in order to close twenty to twenty-five per cent more surface in the 
the contracts for such a select line of work In fact, we m account of enclosing it, but this is not a serious 
asked him to explain how he secured the business, know Here is a little sketeh that I have prepared show 


ing, as we did, that his bids for work must be consider 























ably higher than those of his competitors 

In answer to our question Tom said: “Well, in the 
first place, you know that there is but little profit) or 
satisfaction in doing the common run of contract work 
| go after such work as will require the best class of 
materials and fixtures and for which I think the owner 
an afford to pay a reasonable premium over and above 
the cost of the common run of contract work as ordinarily 
Yj with the 


Tom had 


installed 


~~ 
x 


INTERESTING THE OWNER 

“()", HEATING work I make a plan of the job _. 
and small sketches of any particular detail 

that I think may interest the owner. Thanks to some 
little natural ability, I like to draw designs and copy 
building plans. Tf leave the shop and office 


details to my men, and aside from a slight — a Oh ae) )) 
= r Lad ” Mh , 
supervision of the business I spend a con 7 mT OE NM, 


siderable portion of my 


time making plans of new 


r 
work. These plans help (ih. 
os q § 







me to secure the work, 


7 


on 


and when it is once se 


cured the plans are very 


wyrn K 







valuable to my men a: 
they assist in saving time 
and lowering the labor 


? | ae | 
We felt that Tom Collins had hit upon a Ps i 


cost of the job.” 
radiator located as [ suggest and my 


radiator 
matter 


ing the 


y Vhe prospect 


seemed delighted 


sketches 
prepared 


method 


very valuable method of conducting his busi of hiding it back of a grille I note that in 
ne and were very soon to see a practical demonstration vour dining room the windows are arranged in the form 
of it for, as we were talking, a man who was building a of a bay, a wide window in the center, and a smaller 
ho came into the oflice to discuss the heating of it window on either side, 
\fter an introduction to the man we were requested to “T suggest that you use low radiators under the side 
remain in the office, Tom making the remark that there windows and that you place a window seat or cover over 
Was nothing of a private nature to be discussed He went them They can be boxed in so that they are not notice 
toa cabinet and brought out a number of drawings ible and that part of the boxing extending acro the 
“Here are the floor plans of your house which I ob large window can be converted into a chest for storage 
tained from your architect,’’ he said to his client. “Il want purposes This method will provide a long and com 


' 


e placed so fortable window seat Jilere are ome ketche 
the method of 


0 show you how some of the radiators can } 


that they will not mar the beauty of the rooms Direct a plan .of this arrangement and 


radiators are the best possible type of surface for quick the radiators.” 


ind economical heating but their appearance in many No flourish, no attempt to rush matter no 


oon is often objectionable to the housewife. anything but a desire to serve 


showing 


boxing 

















18 DOMENTI 
SELLING A REAL SERVICE 
PYANOM'S prospect seemed delighted with the suggestions 
| he had made and with the sketches he had prepared 
and said I know that these ideas will please my wife 
We were discussing the heating and were wondering how 
‘ ( ld spare the space for radiators 
Continuing the discussion Tom said “IT might call your 
ttention to the radiators for the hall I should place 
two high radiator in the hall on either side of the door 
din 0 tl tibuls These radiators will then be in 
1 good position to head off the cold air entering from the 
vestibule nd at the ame time are not noticed by a 
person entering tl hall Perhaps you may not have 
msidered the fact that as halls are usually heated 
there are irrents of warm and cold air moving up and 
down the stair This should be prevented It is caused 
by leakage or infiltration of air around the large window 
on the stair landing when a window is located as shown 


on your plans My plan would be to install a long narrow 


i 


NGINEERING May 


thanking him It minutes | 


departed Was some fore 
either of us spoke. Personally, we were revolving our 
mind his method of interesting his prospect and th. fact 


that all through his conversation he had not talked price 


but had said that the work, if installed as sugee-ted 
would be done at an increased cost 

We thought again of the slogan ‘‘Ask ’em to buy ind 
of Tom’s remark that he did not have the “gift of gab” 
to be a salesman In our mind, as we dwelt on this 
experience, we were saying to him, “Ask ’em to buy!” 
“Ask ‘em to buy!” “Why, Tom Collins, your li of 
selling talk is the best ‘gift of gab’ we have ever heard 
used in selling a heating system. Why did you tell! us 
that you could not use the idea? You certainly were 


asking your prospect to buy every moment that you were 
showing him your sketches and making your suggestions 
let another thing; of talk, if 
idapted for the purpose, would sell anything ‘from shoe 


and us tell you your line 


strings to life insurance.’ ”’ 
the 
we have often wondered how many heating 


Thinking over conversation between Collins and 
his prospect 
and plumbing contractors are using plain common sense 
methods in order to interest prospects and obtain work 
The that the contract 
for system well the 


figures of his competitors; a price which no doubt allowed 


chances are Tom Collins secured 


this heating and at a price above 
him to do a first-class job and make a reasonable profit, 
enhancing his reputation as a heating man and satisfying 
the requirements of the owner and his family. At 
rate, here is much food for thought for those who wonder 


his kind build big businesses 


any 


how Tom and 


Legal Decisions 


radiator under this window It is nearly as wide as the 
hall and a long narrow radiator placed here will prevent 
the cold air from passing down the stairs.” 

Disc sing the question of the cost of the several fea 
ures he had recommended Tom advised his prospect that 
the cost of th iob might be increased by possibly $150 oo 
or £200.00 if his suggestions were followed, but that 
the added beauty and efficiency of the work was well 
vorth the additional cost He said, “Take these sketches 
ind plans home to your wife and discuss the matter with 
her for, after all, she lives in the home more than you do.” 

rom caller gathered up the plans and sketches and 

rHE LAW FAVORS COMPROMISES 

NOMPROMISES are favored by the law The law al 
E. ways looks with favor upon an agreement between 
two or more persons who, to avoid a lawsuit, amicably 
settle their differences on such terms as to them seem 
fair and reasonabl: Of course, such a contract, as with 
others, must be supported by a consideration, but the 
adequacy of the consideration cannot be inquired into if 


there is something of detriment to one party or benefit to 
the other, however, slight The rule is well settled that 
an agreement of compromise is supported by sufficient 
consideration where it is in settlement of a claim which 
is unliquidated, where it is in settlement of a claim which 
is disputed, or where it is in settlement of a claim which 
is doubtful Court of Appeals of Kentucky, in Dexter 


v. Duncan, 265 Southwestern Reporter, 832 
KNOWLEDGE 

T is a general rule of 
| of the will be 
reason that it is the 
to his principal all 


agent’s knowledge 


AGENT 


agency 


OF 
that knowledge 
principal, for the 
to 


of 
imputed to the 


the law 
agent 
agent communicate 
facts that the 
concerning the transaction in question, 


duty of the 


material have come to 


and, the principal having chosen to deal by and through 


an agent, the law will presume that the agent performed 


his duty and communicated all facts coming to his knowl 


However, there is 


the 


edge to his principal an exception to 


this rule of law in cases where agent is engaged in a 


transaction in which he is interested adversely to his 


principal, or engaged in a scheme to defraud his prin 


cipal, because in such cases there would 


arise a presump 


that the agent would not perform his duty of com 
municating what knowledge he possessed to his principal 
would defeat the fraudulent 


there is an exception to the 


tion 


such communication 
scheme of the But 
latter exception, perhaps it better to that 
many fails, the is 
sole acting representative of his principal in the transac 
Supreme Court of Wyoming, in Commercial Bank 
Hauf, 230 Pacific Reporter, 539. 


since 
agent. 

in 
the 


or is say 


cases the exception where agent 
tion 


and Trust Co. v 
OFFER AND 


is created 


CONTRACTS MADE BY LETTERS OF 
two parties 


ACCEPTANCE 
A of the 


CONTRACT between 
acceptance thereof by the other. A contract 


proposal 


by a 


or offer by one parties and an 


of sale may 
of a proposal on the part of the seller em 


well consist 


bodied in a letter signed by him alone, and an acceptance 


thereof on the part of the buyer embodied in another 
letter signed by him alone. Such is the common pra‘ 
tice in everyday affairs. When the minds of the parties 


meet, that is to say, when the respective writings match 
one another as to subject-matter, terms and conditions, a 
contract comes into existence between the parties, and 
when such terms and conditions are stated in writings 
which are signed by the respective parties, the contract is 
none the less a contract in writing merely because each 
of the respective writings is signed by but one of the 
parties. Such a contract in writing fully satisfic 

satute of frauds. In construing such a contract! 


separately executed instruments are to be considered 
contract..—_Supreme Cout " 


Pacific 


construed together 


California, 


as one 


Tuso v. Green, 229 Reporter 
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ill for help from my old friend 
Smith Smith was a heating 
contractor in a small town near 


I he fall of 1921 I received a 


Chicago. He was having trouble 
with a one-pipe steam system he 
had installed in one of the finest 
homes in his town. 

When I arrived at his shop early 
the next morning, he welcomed me 
in about the same way that a 
drowning man welcomes a life belt 
that has been thrown to him. It 
was very easy to see that he de- 
pended upon me to help him out 
of his trouble. 

It didn’t take him long to tell 
me his troubles. The owner was 
holding up Smith’s final payment 
because the job was unsatisfac- 
tory. At that time Smith, like all 
the rest of us, was short of funds, so you can imagine 
how anxious he was to make the job right and get the 
money that was due him. 


tense interest 


On the way out to the job he told me what was wrong. 
They couldn’t get steam on the boiler, and of course, 
they couldn’t heat the building. Smith told me that 
they had done everything they knew of to make the boiler 
steam. They had washed the boiler out until the water 
line was steady and had cleaned the flues, the smoke 
pipe, and the stack. They had even gone so far as to 
buy the best coal available, but nothing helped. To 
make a long story short they were “up a tree.” This 
looked like a real detective job, so I prepared for the 
worst. Some simple troubles with heating jobs are, how- 
ever, often the most obscure. 

While we were still about a half block away, Smith 
pointed the house out to me. It was a well built, two 
story brick residence with a long chimney at least 40 
ft. high, which certainly looked high enough to me 
Jefore going into the house I looked over the chimney 
and found it to be tight and free from cracks, at least, 
as far as I could tell from the outside. There did not 
seem to be a cause for trouble there. 





e 
room and found 
it tip top shape, except that 
there was no steam in the boiler 


value to heating contractors 


Second Floor | 
an 


We then went into th boiler 


everything 


The fire was clean but it looked 


™ “dead.” I stirred it a bit and mad 
sure that the ash pit door and the 

i damper in the smoke pipe were 

open and that the cold air check 


was closed, but the fire remained 


dead It appeared to me at first 


with BELMONTE glance as though it might be a 


case of very poor draft 


We pulled the smoke pipe out 


The first of a series of ‘trouble of the stack and found the stack 
articles’’ which will be of in- 


as “clean as a whistle.”” It was 
made of 15-in. round fire clay I 
and of much was convinced that there couldn't 
be any trouble there, so we re 
placed the smoke pipe and found 
that it fitted snugly in the stack 
and around the smoke collar on the boiler. 

One by one we eliminated every cause of poor draft 
that I could think of with no success. I must confess 
I was ‘stumped.’ To “stall for time’’ I suggested that 
we go through the house to look things over 

The living room was directly over the boiler room 
and had a dandy big fireplace, as shown in Fig. 1 The 
sight of this fireplace gave me an idea, so I asked Smith 
if the architect had provided a separate flue for the 
fireplace. He shot another one of my bright ideas full 
of holes by replying good-naturedly, “What kind of 
‘dumb-bells’ do you think we are around here?” I didn’t 
answer him because I was beginning to get worried. 

I was standing before the fireplace when I happened to 
look down and noticed that the ash dump was partly 
open. Just to have something to do I stooped down to 
close it, but found that I couldn’t because it was badly 
warped. When my hand came near the opening I felt 
a very strong down draft This set me to thinking. I 
reasoned that this down draft was caused by something 
drawing the air down, so I lost no time in going down 
stairs to investigate And what I learned that day had 


many applications in the years that followed 
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THE DISCOVERY aid I'll bet you od 
v=. I walked into t _ 4— Ash Damp Flac dinner and a good ciga it 
/ boiler room this time Boiler Flue \ " v a -Foundation we have steam on the eT 
he first thir I noticed ' in te , ‘ 
: hy i ) | + Gast tro i ce . in - minute H 
ha here ‘ on 1 | 4 | Aan foul ON. One Far Fach Flue overjoyed at even 
ean-out doe t e ba Ct (4 amends thought of success tl h 
the stack A n Fig UW Z replied, “I will not bet 
I almost broke m neck in but I'll treat if you 4d 
my hurry to open it. I threw It took me about iree 
it wide open and there w minutes to block up the hase 
the cause of all the trouble of the boiler flue at as 
The architect had provided Fig. 2 shown in Fig. 1 AS Soon as 
eparate flue but had tried this opening was blocked up 
0 save money by providing only one clean-o door ve heard the draft start through the boiler and in just five 
This condition mbined with the air leak through minutes we had a pound pressure on the boiler. In ten 
the warped ash dump was causing all the trouble by minutes the whole system was hot and I was looking for 
idmitting cold air into the base of th boiler flue as my dinner and cigar 
hown by the arrows in Fig. 1 This cold air was pull Jelieve me, it was some dinner, and I am no “slouch” 
ing the draft in exactly the same way that the cold air it picking out good cigars when some one else is treating 
dmitted inte tack or breeching through a cold air check Fig. 2 shows how the separate clean-out doors should 
pulled the draft be arranged with a solid masonry wall between the flues 
On my first visit to the boiler room I noticed the in down to the basement floor The clean-out doors should 
gle clean-« door but I didn’t give it a single thought be as tight as possible Any air leakage will affect the 
because up t th time I had never run acer uch a draft and if the air leakage is great enough it will 
conditior At least, that n tory and I'll stick to it practically kill the draft, as in the case which I have just 
When I 1\ what was wrong I turned to Smith and deseribed 











Reoths of Los Angeles masters at recent annual show of Retail Grocers’ Association 

HER! a question in the minds of many as to When next a master plumber is called in to bid on 

Whether or not exhibits pay We reproduce here job, it is not unlikely that the fact of his members! 

with the exhibit of The Merchant Plumbers’ Asso will carry weight Do not overlook the fact that 1! 
ciation of Los Angeles, Calif., at the second annual show literature distributed at such a time is carried home a! 
of the Retail Grocer Association, held in the Hotel may frequently play its part in planning a new hom: 
Ambassador i remodeling 

This splendid showing carries the answer to the ques Jesides, the very nature of the exhibit is poten 

tion of whether or not it pays to exhibit In the first ales value. Jt certainly does not pay to take spa I 
place, there is a powerful confidence-winning element then put any old kind of an exhibit into it gut v 
in such a joint exhibition It « tes an impression in the public is shown that the utilities of the bathr 
the minds of visitors that a live organization is back of can be made so charming, it will no longer considet 
such an effort And a live organization carries its own room in a slighting way No housewife will forget 
implication of live and dependable members beautiful bathroom at the extreme left 
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i MW. Stoll, The China American Engineering Co., Tientsin, 
China 
VEVERAL interesting communications have come to 
us recently, which we believe will make good reading 
w : , : 
three of them coming from plumbing inspectors and 


a fourth from an American plumber practicing the trade 
in China 

A number of weeks ago there came from ‘‘out West,’’ 
complaint that the writer was giving undue attention to 
eastern plumbing with little or no attention to ‘‘west 
ern plumbing The writer had not realized that he was 
ruilty of any such misdemeanor as this; neither did he 
realize that there was any real, fundamental distinction 
between eastern and western practice To get some in 
formation on this point, the writer wrote to several of 
the Pacific Coast plumbing inspectors, to see whether 
they could enlighten him. Arthur C. Shaver, plumbing 
inspector of Pasadena, Calif., came back with a reply 
that is to the point, and which contained several inter 
ting features He writes in part, as follows: ‘‘We very 
often hear the expression, ‘western plumbing,’ and when 
this term is used, you will usually find that it refers to a 


type of installation peculiar to California, where all pipe 
is exposed on the outside walls of a building Exterior 
pipe, as it is sometimes called, is not the general practice 
here, but is made possible by our mild climate, and usually 


occurs on alteration work 


BETTER PLUMBING IN WESTERN CITIES 


667 WA HE PLUMBING of western cities is as a whole 

| far ahead of the majority of eastern cities. I do 
not say this in a bragging way, but the western cities 
are comparatively new cities, and have to a large extent 


profited by the experience of the East 





PLUMBING 


West 
iD ast 
North 
South 


Masters and Inspectors at all 
points of the compass compare 
notes in this article on the 
plumbing methods and _ prac- 
tices followed in their respec- 
tive communities and countries 


By R. M. STARBUCK JR. 
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DOMESTIC 


“The house trap is never used in the western cities, and 
if shown in connection with a system of house plumbing, 
would be severely criticized. 

notice that many of the diagrams show the closet 
yent taken from a vertical 4x2 tee (Fig. 1), with the 
yent running horizontal to a partition. This is considered 
poor practice in’ the West, as most of our plumbing 
ordinances require vertical vents to a point of intersection 
above the top fixture, as shown in Figs. 2, 3, 4 and 5. 


ay “as Lavarory 














Fig. 6.—Plumbing for bungalow, Shreveport, La. 


“Continuous venting is used in connection with all 
small fixtures. The loop or circuit vent is rarely used, 
with the exception that it is used wherever there is a 
connection with a 4-inch soil line. Crown venting is 
never used here. 

“Up to the present time, I have never seen the wet 
vent tried in this part of the country. This style of 
venting under favorable conditions is no doubt satisfac- 
tory, but I would hesitate to recommend the wasting of 
a kitchen sink or a urinal through a vent line, on account 
of the grease and lime deposit reducing the pipe sizes. 
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Vig. \.—Soda fountain or bar sink connections, Shreveport, La. 


“Roof drains are never allowed to drain into sanitary 
sewers in this part of the country. The storm sewers are 
always separate, and take care of the storm water alone. 
It must be remembered that on the Pacific Coast we 
have from five to seven months of the year without rain, 
and therefore cannot depend upon the rain water for a 
trap seal. 

“Aside from these few suggestions, I believe the plumb- 
ing installations are practically the same as in the eastern 


cities,’’ 
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FURTHER COMPARISONS TO BE MADE 

SNHE FOREGOING is interesting along several lines 
‘T In the first place, it defines ‘‘western plumbing,” and 
the knowledge that in California, piping is run exposed 
on the outside of houses, may be new to many of our 
readers 

For this reason, we shall in future articles show pic 
tures illustrating some of the distinguishing characteris 


’ 


ics of western plumbing 
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7.—Circeuit vent system, Shreveport, La. 


Mr. Shaver’s allusion to the house trap or main trap 
prompts us to say that at the present time we are gather 
ing information on this subject, preparatory to publishing 
a table showing in what cities the main trap is and is 
not used, the practice in running the fresh air inlet, ete 
You can help in this work by sending in with your next 
drawing problem for ‘‘The Schoolmaster and His Class,”’ a 
brief statement concerning main trap and fresh air inlet 
practice as called for by your local plumbing code. Please 
do this. 

In Fig. 1 Mr. Shaver has shown a very poor method of 
running water closet vents, which he says would not be 
tolerated in his part of the countrys We wish it were 
not tolerated anywhere In his other illustrations are 
shown proper methods for doing this venting, in such a 
manner that scale and condensation will not collect at 
any point in the vent, but will fall down the vent and 
into the soil piping and be washed away One of the 
arguments in favor of wet vents is that waste passing 
through a vent will help to keep it clear We might 
add that while Fig. 5 shows just one of the special vented 
waste fittings, there are many others that are also ex 
cellent. 

Referring to Fig. 1, we believe the error which it illus 


Fig. 2 — Stack 
vented plumbing 
for bungalow 
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24 XI TI 
trate more often committed b nehing straight out 
from tl] f-in. lead connection, than in tl manner illus 
trated 
PLUMBING IN THE SOUTH 
PEAHE PRECEDING communication has given a good 
boost for the plumbing of the Far West now come 
one of similar character from the Far South Mr. F. A 
Wolf plumbing inspector of Shreveport, La., has shown 
“erforated 90/4 Bach Water vave 
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ig. 10.—irense trap for 1 Packing Co., Vaneouver, B.C, 
his interest in this work, by sending u everal blue print 
of work as it is done in his city, with the follownig brief 
note I enclose the blue prints to show how we do work 
in Shreveport You may use the prints as you see fit 
We do not use anti-siphon trap we use wet vents onls 
moa loop or cireuit vent system We think that our 
lumbing ordinance is one of the best, and are proud of 
he way we instal plumbing work hers 

Good for Shreveport! And while we are talking about 
good plumbing, the East will want to be counted in, and 
the Middle West as well As a matter of fact, all sections 
of the country are improving in their plumbing practice, 
and one is often taken b irpri to find that some cits 
Waste f ew 
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d adinal Gec tion Cross %c tion 
hig. 12.—Conercte sump for Dse Works, Vancouver, B.C. 
he had alway looked upon as backward had in recent 
vears made wonderful progress in its plumbing practic 


METHODS ENDORSED BY THE GOVERNMENT 

NTGS. 6 and S&S show the work ubmitted in Mr 
|: Wolfe's blue prints, which seem to be used as instruc 
tion sheet The blue prints are small, something like 
% in. x 12 in., and therefore inexpensive, and it seems to 
us to be a wi plan to use such illustrations in this way 

Fig. 6 represents the method of plumbing a bungalow 
and everything about it is OK In Fig. 9 we show a 
drawing which represents the plumbing for a bungalow, 
all fixtures being stack-vented, that is, none of the fixture 
being separately vented, but each one being vented by 
the stack This method has the endorsement of the 
government in their recent report on plumbing. and in 
the government experimentation, was tested with most 
excellent results This method results of course, in giv 
ing the water closet and bathtub wet vents, and as Mr 
Wolfe states in his letter that wet vents are used only 
on circuit vents, We presume that in his city the work 
could not be installed as shown in Fig. 9% At the same 
time, it seems to the writer as if a stack-vented system 
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uch as this is most excellent practice, and mor 
ive considerable expense A comparison of F § 
nd % will emphasize this last point 
Fig. 7 shows that Shreveport is handling this t of 
ilet room work in good shape 
Fig. S we are particularly glad to receive, and do 
not believ: we have ever seen bar sink connectio: SO 
clearly illustrated before This fixture may be directly 
‘ YY, : F 
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Vic. 11.—Stable samp for 16 hors s, Vancouver, B. ©. 
connected to the drainage system, as Fig. 8 shows it, o1 
it may have an indirect connection The connections 


O.K 


hown in Fig. S are 


1 MESSAGE FROM WESTERN CANADA 


ROM still another direction, Vancouver, B. C., come 
|: omething else that will interest many. H. R. Sim 
mer plumbing inspector of that city, has sent us three 
drawings of concrete sumps designed for special large 
undertakings in Vancouver. 

Fig. 10 shows a large concrete grease trap designed 


especially for a packing concern. The sump is provided 


with a continuous supply of cold water, by means of a 

in. pipe so connected that the flow cannot be stopped 
except by shutting off the water supply for the entire 
building The water enters through a 1/16-in. hole in 
the cap fitted to the end of the supply pipe. The purpose 
of the cold water is to cause the separation of the grease 
which will then rise, and collect at the top of the tank 
The grease is skimmed off, from the left-hand compart 
nent at least twice each week, and the heavy bottom 
deposit dredged out once a month. The back water valve 


required in this particular instance as the tank is likels 





to be affected by high tides The baffles make the flow 
of the water 

ght Ci through the tank 

slower and more 

Se 686. CI chiteus, the re 

= sult being that 

i. less grease passes 

ene through the tank 

; | and into. the 
a sewer. 

, ana Fig. 11 shows 
coal — if = a similar ump 
T_] eee | used for sixteen 

em horses, and Fig 

12 a sump for a 
I works, both 


. aye 


in Vancouver 
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ig. 13.—Disconnecting chamber and trap siderati 
used in British Concession, Tientsin, (Continued on 

China Page 26) 
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kdward B. Kleine, Secretary, Patrick A. MachKenna, Executiv: Clerk, and John J. Vogelpohl, Preside 
National Association of Master Plumbers, Cincinnati 


The National Office 


its aims and activities 





“nt, in the office of the 


ODERN American business is a triumph of organi- But gradually it became necessary that the industry be 

/ zation, in the face of the tremendous problems organized The interests of those in the field demanded it 

- that have gone along with developing an immense And with organization came the focusing of the best 
territory. Just think of it: It is less than five hundred minds upon the problems with which the members of the 
vears since Columbus first sighted the shores of the industry were confronted The fruits of the study given 
western country It was almost two hundred years later those problems are seen in the code which embodies the 


that the Plymouth Fathers commenced the conquest of Twenty Basic Principles, in the efforts toward standard 


America for civilization zation, in the Scholarship Fund. 


In the short span of years since we have begun to 


make history in this country, it is not surprising that THE WORK OF AN ASSOCTATION 


many problems have gone unsolved We grew too fast AOO few of us have any real « 
to be able to meet them with final judgment. The world 


onception of the ma 


ehinery which has brought about the great changes 


had never before seen such vast natural resources. Great Most of us in the field see or hear of the results at our 
coal fields and deposits of iron ore, immense forests, rich conventions We are hardly conscious of the work that 
fold deposits, far-reaching agricultural lands, all were has been done in order that these matter may be pre 
ripe for development We had an ever-increasing popula sented to us in a brief, understandable way And yet il 
tion, coming from all portions of the world, and we had is true that men have set aside their own interests that 
to set up a government that could successfully weld the the larger interests of the industry might be served 
foreign immigration into a harmonious nation Each year, at a national convention, a group of officer 
In the last fifty vears the great industries have had to have been elected and we have been only dimly aware 
g0 back over much of the ground covered, solving the of the fact that they had certain work to do during the 
problems which had been ignored or only partly solved by term of their office The following year we give the 
temporary measures In our own industry in the field retiring officers a rising vote of thanks and enthusiastically 
of sanitation—-the swift growth of cities rendered it only shift the burdens of the association to the houlder 
natural that the great amount of work to be done left of the incoming administration 
little time for the formulation of a general code of prac- At least these men who serve each year ought to have 


the satisfaction of knowing that 


the rank and file of 
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membership know something about the workings of the MAKING PLANS EFFECTIVE 

national office Here is the link which binds successive UST a few weeks back the Board of Directors of the 

administrations together This is the repository of what J National Association gathered in these offices fr all 

the moving picture director calls “the continuity.”’ over the country They came to discuss the v; is 
Certainly men who, like John J. Vogelpohl, have given matters which have been developed through the ir 
0 largely of their time and They talked of the Scholarship 

effort (Mr. Vogelpohl has been peysii ™ Fund, of the proposed Co of 


away from his business two Standardization, of Apprent ics 


thirds of the time) deserve to ship And it will be the it 
know that the membership are of the national office to see that 
ilive to the work that is being the decisions there reached ar: 


done made effective The nationa 


The purpose of this article office must carry on the dd: 


to acquaint vou with the tailed work of administration 
duties of the national office in order that the plans hat 
The photographs show the two have been worked out will not 


rooms now occupied at 4125 drop by the wayside 


Hamilton avenue, in Cincinnati Local association committee 
Here is done all of the neces men can turn at any time to 
ary work of co-ordination 
Here are the records of the 


association on. file Here the 


the national office and receive 
aid in preparing reports and 
recommendations. Alert loca! 
work is done by which the little association officers can secure 
group of officers and directors advice on important problems 
communicate with the eleven advice that will be based 
thousand members upon the experience of asso- 
The correspondence alone is ciations all over the country 
Into the national office run the 


hundreds of threads of common 


tremendous 230,000 (thirty 


thousand) pieces of mail went 





out of the national office since interest which made the forma 


last June. One who has never Mixs Ruth Vogelpohl and Edward B. Kleine, Secretary tion of commercial associations 


been connected with association necessary. 

work cannot know the amount of work necessary to The national office is like the great administrative de 
the preparation of reports, resolutions——and the research partments of our government in Washington. Adminis 
which must be done so that measures of importance, trations change, but in those departments the work of 
such as recommendations on standardization, may be made protecting the interests of the country must go on. With 


practical and placed in proper shape for presentation at out a national office there would be no continuity in asso 
the annual convention, so there is something definite to ciation work, and measures needed to protect the industry 
be considered and acted upon would simply die of neglect. 


Plumbing, West, East, North and South 


(Continued from Page 24) 
a communication from T. W. Stoll, who is connected with tainly seems no reason for not discharging the waste lines 
the plumbing industry in Tientsin, China. Strict plumbing into the septic tank, as well as the soil lines. The action 
laws govern the British Concession, but no other part of of the tank is capable of reducing ordinary waste as 








the city. He states in his letter that “Soil and waste are effectively as soil, and it seems to us that if one form of 
run in separate pipes, the soil line discharging into a ewage needs reducing, the other forms have equal need 
eptic tank, and waste into the discharge pipe from the Our opinion of the two-pipe system is that it adds expense 
septic tank to the sewer. <A disconnecting chamber and to the plumbing system, without giving anything in re 
trap is placed between septic tank and street sewer.”’ turn The letter continues, ‘Do septic tanks require a 
We show the disconnecting or main trap in the dis fresh air inlet and a ventilation connection? The in 
connecting chamber, in Fig. 13, and in Fig. 14 have at stallations here have no fresh air inlet or ventilation on 
tempted to show the layout of the sewage disposal system the septic tanks, as the inlet to septic tank is made with 
which has just been described. If we are wrong in any a sanitary tee, thus allowing the gases to pass through 
point, we should be glad to be set right : the inlet pipe and up the main stack, through the 
Mr. Stoll further continues, “I claim that the septic roof.’ 
tank will work just as well if there is only a single pipe Answering this question,—-a fresh air inlet is generally 
system, and all waste and ; used, between house and sep 
soil are passed into the sep > ai tic tank, and close to tank 
tic tank. A few years ago, 1 waste tach Although the question ol 
before these regulations , the employment of the 
were made, I had made sev Peptic | ; amber & TOs ‘4 Ag connecting trap is nt 
eral sanitary installations, brought up in this letter 
using the single pipe system, % = / Ns f =oc vA pep. wish to say that this 
and discharging into a three 2 } eS Ey : =! seems unnecessary to us. \' 
compartment septic tank ( \ : = . EeSesss believe the septic tank it 
These installations are still \ pS Hs SESSeses —= sufficiently traps the plu 
in use satisfactorily. , > Sewer? ing system, in the event 


} 


N Stoll’s ec nti i suc rapping is deeme 
Ir toll’s ontention 1s Fig. 14.—House sewage disposal system in Hritish Con- uch t apping | : 


certainly correct. There cer cession, Tientsin, China essential feature 
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A bit of bronze—a bit of rubber 
I Chcags Pacers secret of the everlasting life of 


These are the only vital parts —this little rubber washer 
this little seat of phosphor bronze 


The washer lasts longer than other washers. [he seat 
lasts loriger than other seats 


And both are renewable at a cost of a few cents. Neve 
any necessity for replacement of the fixture itself 


Chicago Faucets are everlasting because this bit of rubber 
and this bit of bronze stand all the wear. 


Use Chicago Faucets on all new buildings; use them on 
renovating, modernizing jobs; use them for all replace 
ments. 

Write for illustrated catalog showing complete line and 


prices. Many fine dealer helps at your service. 


The Chicago Faucet Company 
2700-22 N. Crawford Ave. - Chicago, III. 


CHICAGO 
FAUCETS 














Seasonal Suggestions 
To The Trade 


: This is the time of year when the heating contractor has his best opportunity to 
sell householders on the comfort, convenience and economy of automatically 
controlled heat. 

Housecleaning is in order. Repairing and building are under way. 
The heating contractor is called in for a variety of services. The door is opened wide. 


Be prepared to tell your customers about 
Honeywell. 




















Honeywell controls have long been recog- 
nized for their superiority — their complete 
reliability. 

They operate with equal success, whether 
the plant be hot water, vapor, steam or warm 
air, whether the fuel be coal, gas or oil. 


Remember this fact: The success of oil 
burners in domestic heating depends in large 
measure on Satisfactory automatic control. 


Therefore if you, or your client, are inter- 
ested in an oil burner it is particularly impor 
tant that it be equipped with a Honeywell 
Control. 


Honeywell Electric Motors and Switch Motors 
are approved and listed as standard by the 
Underwriters’ Laboratories, Incorporated. 


The Honeywell Heating Specialties Co. 


Wabash, Indiana 
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Temperature Regulators 














The Drawing Problem 
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up with a plumbing elevation ‘‘chuck full” of bad 

plumbing. In the upper part, the fixtures have exactly 
the same locations as below, and you are expected to draw 
in the com- 
plete drainage ' 
and vent con- - 
nections, mak- 
ing them ac- 


cording to -_4 


|: this week’s drawing problem the lower space is taken 





lem, and we are anxious to see how many will work it out 


correctly, 
If any 


of you 


have any 


suggestions 


to offer on these 


problems, send them in for us to consider. 





del 





your best 7” 
knowledge of patel 4 i 
plumbing. ] 


You will 
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hote there are 
two separate 
elevations — 








for house No. 
1 and house 
No. 2. House 
No. 1 is sup- 
posed to be on 














the same lot 
and in the 


rear of No. 2 Housté No.l 
This involves = 


a feature that ool, ; 
has not en- 
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previous prob- 


Draw your 
lines in pencil, 
tear out upper 
drawing and 
send it in. Or 
if you prefer, 
make a trac 
ing in pencil 
of the draw 
ing, then draw 
the pipe lines 
in where you 
think they 
should go and 
mail to this 
office 

Drawings 
that are re- 
ceived in time 
will be pub- 
lished. Those 
whose draw- 
ings come late 
will be an- 
swered by 
special letter. 
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H Wi? ; ation. Our new 
.? iI | a ot cas id . . | 
‘al UEKI nae 
v3 r members joined the 
ai 5} Filo r . . . 
discussion this week 
big. 21 
QIRST let ou introduce the new members to our risers should be taken off bottom of main.” Why, “8 
found able Ve lave now thirty chairs placec d can't see your point, bu am willing to learn 
41 Tabl \ | at 4 but I 1 | 
iround this table The new members are and -so are the other members. Will you please explain 
E. F. K Ironwood, Michigan your reason’ 
P. A. § Chicago, Illinois “S J. M.”’ goes on to criticize Fig. 4 as follows “Too 
oo! Se ee ede Wisconsin much radiation in kitchen; branches should be same 
R. S. Ilis, Tillamook, Oregon size as radiator valves; all valves are one size too small 
We welcome you to our Round Table discussions The Fig. 4 does not show how branches are taken off the 
constant addition of name hows that a great number main.’ Mr. Biefield, will you please answer “S. J. M.’ 
are taking a lively interest in the Round Table talks and and tell us yvour reasons? In Fig. 5, he criticizes the 
are willing to learn omething new and different” in boiler as being ‘‘too large: too much radiation in kitchen 
heating They are also willing to consider the ideas and branch arms 1 in. and risers % in.’’ He says they should 
experiences of other master steam fitters which, of course be 114 in Valve on 40 ft. radiator is 14% and on 105 
is the best way to learn ft. radiator he shows 1 in He continues: ‘‘Main is too 
y “kK. F. K.,”’ Ironwood, Mich., wants to know why we small: main should be one size to the end and only 
my have so many different boiler ratings and why all the reduced at last radiator.’’ What about this, Mr. Wilson? 
new catalogs show a rating different from the old ones I don’t agree with “‘S. J. M.”" on many points. All the 
Some one please tell him, I can’t! I have tried to find out members please join in and advise. 
why this should be so, but failed It is, I presume, due Fig. 6 he criticizes on account of the radiators being 


to the fact that each boiler manufacturer has made tests too small, he also has the same objections as indicated 


on his boiler, which show to him that his boiler could above in Fig. 5: ‘“‘Fig. 7, boiler too small; radiators too 


be rated for a certain number square feet In his opin small; l-in. line to expansion tank too large; main 
ion no doubt he is correct His opinion, however, differs should be full size to end.”’ In Fig. 8, he objects to 
from that of other manufacturers If we could only reducing main where risers are taken off, otherwise O. K 
apply the ruling of the American Society of Heating and Hie considers Figs. 5 and & are the best. 
Ventilating Engineers, this would give, no doubt results, “S J. M.,” please select the best of these two, and if 
such as we desire I believe this trouble will not be the other members of the class agree with him, will 
ended until then I'm afraid we will have to do the best they also write and tell us which figure they consider 
we can until the new code is adopted. This new code (a the best. There are many points that we do not agree 
copy of which I have on my desk) will, no doubt, when on. but we shall withhold criticism until the members 
adopted, clear this important matter considerably of the class have given theirs R. S. Illis, Tillamook 
“P. A. S.,”"’ Chicago, wants information on pipe sizes Ore., has a big job for us to tackle after we get t! rough 
Just watch vour Round Table, “P. A. S.." vou will get with this 


this information 


A REAL TREAT 


SOME INTERESTING CRITICISMS ERE is a real treat, gentlemen. Mr. Biefield, Wate! 

NIG. 2, presented in a previous Round Table, is criti- H town, Wis., gives us the first complete estimate 
k cized by “S. J. M..” Cleveland, as follows “TOO sheet, also his criticism Thanks, Mr. Biefield H on 
much radiation boiler too large branches too long: siders drawings 1, 2, 3 and 4 0. K. At least he esn't 
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Three of the most popular 
installations of Speakman 
built-in showers, using the 
Mixometer H952'»5 over a 
built-in tub—-H965 
H952'» ina stall. 










H965 Mixometer 


wer 


H952 4} Mixometer 
Shower in a Stall 





H9524 Mixometer Shower 
Over a Built-in Tub. Also 
H2460 Deshler Bath Fix- 


ture. 


SPEAKMAN SHOWERS 







Speakman concealed 
type Mixometer. The 
brass alone in _ this 


weighs 6 pounds 


Good Weight 


One of the reasons why Speakman Mixometers 
never give any trouble after being installed 


In this Mixometer you can see the quality that is 
built into all Speakman Showers and Fixtures. The 
brass is electrically melted and its temperature is under 
control at all times. This results in a fine non-porous 
casting. It possibly is a little heavier than it need be. 
But this weight is your protection, for a heavy casting 
can take deeper cut threads than a light one. Look at 
the threads in the outlet and inlet of the Mixometer 
in the illustration. The brass alone in the Mixometer 
weighs 6!. pounds and it’s pure brass. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 


and Fixtures 


——— 
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of the 


Tverblot 


WATER HEATER 


i— Heating Surface. 

2— Burner. 

3— Thermostat. 

4— Absence of Condensation. 
5— Freedom from Liming. 
6— Freedom from Trouble. 








I1— Heating Surface 


In the EverHot, the entire outside of the boiler is used as heating 
surface. The EverHot was the first to use the principle. Others have 
followed and more will do so. The principle is correct. 

Before the advent of the EverHot other manufacturers went to 
the expense of covering up the splendid expanse of prime heating 
surface afforded by the outside of the boiler itself and then added 
another expensive heating surface not nearly so good. 

By using the storage tank as heating surface the following im 
portant results are accomplished 

1. Efficiency in operation. 

2. Compactness. 

3. Low price. 

The Junior EverHot Heater has a heating surface of 1850 square 
inches—just about three times the surface afforded by a 25-foot 
copper coil heater—and just about equal to the heating surface of a 
3-gallon instantaneous heater costing almost twice as much as the 
EverHot Junior. With this great spread of heating surface is it any 
wonder that the EverHot is so efficient ? 

In order to build a heater that is highly efficient, it is necessary 
to have a large proportion of heating surface to burner capacity, in 
addition to a long heat travel. As well as a long heat travel and 
proportionately large heating surface, the heated gases must bx 
passed over the heating surface in such a manner that the greatest 
possible number of heat units will be absorbed. In all other types of 
heater the products of combustion have a comparatively free flow 
from the burner to the flue and naturally pass over the heating 
surface very quickly. With our long narrow flueway, properly 
stepped and scientifically proportioned, the hot gases pass through 
the heater only fast enough to permit of complete combustion in 
the burner. As a result, we get maximum scrubbing action and 
almost complete absorption of the heat units available. 

By using the storage tank as the heating element, we reach a 
degree of compactness, graceful design, efficiency and low cost that 
is not possible in any other construction. 


Next week, subject No. 2—‘‘The Burner’”’ will be treated. 


Prices 
Baby Grand $66 — Junior $99 — Senior $160 


Tverblot Heater Company 


5211 WESSON AVENUE @) DETROIT, MICHIGAN 
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say anything about these Fig. 5 and Fig. 6 he criti- 
cizes on account of the branches being too long. He also 
thinks Fig. 5 and Fig. 8 are the best layouts. His esti- 
mate sheet is based on Fig. 8. He criticized Fig. 8 as 
follows: ‘Short cuts should be made in place of run- 
ning the main all around the basement.” 

There is another thing Mr. Biefield brings up and 
we are glad he does, namely, the matter of flue sizes 
and chimney sizes. Our heating contractors do not pay 
enough attention to this important subject. They may 
produce a perfectly good layout but it may not be work- 
ing satisfactorily because the chimney is installed with 
too small an opening, which of course means insufficient 
draft. 

Mr. Biefield’s estimate sheet, Fig. 23, is presented 
here. This is very complete and I wish the other mem- 
bers of the class would also send us their estimate sheets. 

In addition to this Mr. Biefield sends us a schedule 
which shows the number of square feet of radiation; first, 
for the cubical contents of the room; second, for the 
glass exposure; third, for the exposed wall. This, Mr 
Biefield has compiled himself and we are glad he has 
given us this information. 

In order to understand this table, shown in Fig. 24, 
let us take for example, a room containing 900 cu. ft. 
which is to be heated by a hot water plant. Looking at 
the third line we find 9 sq. ft. of radiation is necessary. 
To this we must add the glass exposure which we will 
say is 40 sq. ft. and under the figure 40 in the third 
line we find 20. This means the glass exposure requires 
20 sq. ft. of radiation in addition. If the room has an 
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Fig. 22 


outside wall, which let us say, contains 60 sq. ft., in line 3 
under 60 we find 8 sq. ft. radiation in addition. Add- 
ing these three together namely 9 + 20+ 8 gives us 37 
sq. ft. of radiation for the room. 


A HANDY TABLE 
ig is a very handy method. I do not know how 
accurate it is but will check up on it and comment 
upon it later. 

If a vapor system is to be installed, use the second 
line values. For a steam system use first line values. All 
figures given in this table are in sq. ft. of radiation. 
If 10 deg. below zero is to be figured as outdoor tem- 


perature, add 10 per cent to your total Increase radia- 


tion 10 per cent on the side of the house exposed to the 


prevailing winds 


Fitter 
Owner 


Heated by 


Estimated by 


Boiler rating 1425 Sq 


Dat 


Address 


505 Feet of Radiat 





List of Pipes and Fittings 


1 


Quantity 


~ 


6” Globe Valve » lle? I 
54” Elbow »—1Loxt!4” P. Elbow 
4 x2° Bushings 10—1 4x1" 
2 x au’ T 2 1! x! i 
” Elbows 
4 x26" Elbow 108 Ft. 2° Pips 
4 x2" ¥ ¢ A ¢ 
2 “ 119° 
2 x1\" 0 “14s 
M” Cheek Go? ¥ 
2 x1\4°T 1--Boiler Drain 
14” 45-degree Elbow 1 Lox Vox 34" T 
214x2”" Elbows Ft. of Galvanized I 


1 





x214x2" T 


ARTICLE 


No. 1123 Round or Sectional, Stearn or Water Boiler 1425 aq. ft 
Pounds Asbestos Cement for Boiler Covering 
Smoke Pipe 


Square Feet Column 38” Rad 


Radiator Board 
No i" Radiator Valve NJ 


N N. P. Automatic Air Va 
N Wood Wheel or N. P. Key Air Valve 


34" Nickel Plated Floor and ¢ g Plates 


Fittings Ells 45° Ells Tees Reducing Tee Flange | nions 
3 ‘" 
" 
14" 
14’ 
" 
Registers and Stack Boxes 
Gallon Expansion Tank and Trimmings 
Pounds Gold or Aluminum Bronze 
Gallons Bronzing Liquid 
Altitude Gauge or Safety Valve 
Thermometer 
Temperature Regulator 
Draw-off Cock and Water Supply 
Labor Daye fitter Days Helper 
Freight and Cartage 
Carfares 
Board 
Incidentals and Extras 
Total Cost 
Overhead and Profit 
Total Amount Bid 


Fig. 23 


PRICE 


$119 00 
10 00 
h Oo 


136.65 


16 29 


18.00 


56.00 


22.50 
5 00 


70.00 


515.10 
22.00 


637.60 
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LEADERSHIP! 


UPERIORITY of metals, work- 

manship, design and perform- 
ance over a long period of years 
accounts for the fact that M-VB 
Closet Tank Fittings are now the 
recognized leaders in their field of 
operation. 


It will pay you to insist that your 
Closet Tanks be equipped with 


GENUINE 
M-VB FITTINGS 
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) many different ques- CUBIC FEET of the various members of 
tions are waiting to be our class on this lavout 
taken up in the Round 000 1000 1100 1200) 1300! 1400!1500 1600 1700 1800 2000 2100 2200 2300 2400 2500 3.504 We hope each one can do 


Table that it is impossible 


as well as “S. J. M.” He 


for us to bring them all to ~ sot Wil MAGA al ln (Mad ihadl cdl Gadel Heal Mecall Cad Riedl el te has surely sharpened his 
your attention at this time Vapor “atau pa@ ie Vel ke ae ! 18 pencil. Kindly let us have 
1 will present only the your criticisms on all fig 
most urgent one, one Water yw WH Rit 14) 1 l 7 Is 20 21 ‘ ures from 1 to 22 for our 
which will no doubt inter- next session of the Round 
est all our members. ‘“G. Table Some member 
J. S.."’ Wisconsin, presents GLASS EXPOSURI have not replied as vet 
for criticism drawings Vacation time has not at 
shown in Figs. 21 and 22. 7} an) 15} a8! 24) 24! 297 6| 40) 451 54 ( K rived, so we wish each one 
He used in figuring radia- would reply as soon as he 
tion, B. Perrigo’s table. ia 2; 4) 5) 5 8) 10) Wt) 12) tad Is possibly can Your criti 
The figure numbers pre- Vanor 1 eo oe 101 121 131 14! 1 cism is of value to” the 
ceding Nos. 21 and 22 other members of out 
have, of course appeared Water 1 6; 7) O UD; 12) 14) 16) 18) 20) 2 , ( SO) LOK Round Table Jesides we 
in previous Round Table have some interesting dis 
discussions, of which this cussions waiting which we 
is a continuance. Radia- EXPOSED WALI cannot start until we have 
tion was figured at 70 deg. finished this one Motion 
room temperature with 20 951 35) 45| 301 60) 70! 75! 85/100/110/120/135 150 175/200 225 250 to adjourn is now in ordet 
deg. below zero outdoors. nd Tal } 
“G. J. S.” explains that de- “eam 2) 3) 4) 4 5) 6) 6) 7 8) 8) 10) Bh) 12) 14) 16) Is j é u t i 
tail connection B= shows aes ol sl at al ef of zi at of wl tal 12) asl 7 ol liscussions are requ 
second floor risers; detail nd in their photographs 
connection A _ first floor Water 4; 5) 6 7 8 10) 11) 13) 15) 16) 18) 20) 23) 26) 30 publication, The 
risers. He selected a 1,450 lage in cor Ww uv 
sq. ft. boiler. He would ADD~ 10°, for 10 Degrees Below Zero. Increase 10 per cent on Side of Prevailing Wind meeting each other fa 
like to have the criticism Vig. 24 tf us appl t here 
‘ ° ° ea, 6 
Some Information About Joint Wiping 
Editor, “‘Domestic Engineering”: Would you please can be made finer tor higher pressure, by adding a bit 


tell me why we plumbers could not wipe a joint on lead 
pipe as the telephone people do? Under the joint they 
use a larger cloth, about 7-inch square, to catch the 
solder. From that cloth they pour the solder into the 
ladle and back to the top of the joint. When the joint 
is properly adjusted, they hold the cloth underneath to 
keep the solder from falling at the bottom, and shape 
the top with a small cloth. Then there is plenty of time 
in which to shape the bottom. This is done on a 38-inch 
pipe. Will you please give me some of vour ideas on the 
matter? 
N. Mex. Pes 


An old school plumber or a plumber of today who 
learned to wipe a joint from a real joint wiper would 
understand this question, but a person working at the 
plumbing trade who never has had the opportunity to 
learn from an old lead worker or from the second or third 
generations who have had that good fortune, never will 
become an expert joint wiper unless he has the ambition 
to acquire the skill and knowledge necessary to wipe a 
joint. 

Wiping a joint on lead waste or supply pipe is different 
from wiping in a stop or curb cock. Wiping a joint on 
electric cable is just as different again. In cable work 
almost any kind of solder will do, for the reason that 
the joint does not hold water pressure as a plumber’s 
joint does. A plumber’s solder is composed of half-and- 
half for solder iron work, such as soldering sheet lead 
flashings for roof increasers. For joint wiping on pres- 
sure work it is composed of 66 2/3 per cent pure lead 
and 331/3 per cent pure block tin by weight. This 


more tin and less lead But never more than 40 per cent 
tin nor less than 60 per cent lead It can be made so 
fine it will be hard to wipe In other words, if half-and 
half were used for wiping, the edges of the joint would 
cool so fast that a rough edged joint would result On 
the other hand, if too much lead were used, a weak, dirty 
snow-like joint would result, instead of a bright strong 
looking joint. 

A good wiper knows what kind of solder he is using 
He tests it out on a clean brick and can tell in a moment, 
if the solder is too fine, too coarse, dirty, or containing 
zine, He also knows how to refine it, if it is in any 
way “off color.” . 

A cable wiper very seldom knows his solder as a 
plumber does. It will also be noticed that a joint on a 
cable while neat as to shape need not be of such fine 
solder as a plumber’s joint necessarily must be. Neither 
need a cable wiper be as expert as a plumber, for the 
reason that when once he gets his “heat,”’ it remains hot 
for a long time due to the wire inside the lead holding 
the heat; whereas on a plumber’s pipe no such conditions 
exist. The plumber’s pipe may be “burned’’ through and 
ruin the whole job if the wiper does not know his art 
thoroughly, a factor the cable wiper does not have to 
contend with to any great extent The coarse solder 
together with the great heat in the cable gives the wiper 
a great deal more time to form and wipe his joint than 
a plumber has. The plumber must get his heat quickly 
n comparison with the 


and wipe the joint doubly quick 
cable wiper for the simple reason that the plumber’s 
pipe is hollow, and while he gets his heat quicker than 
the cable wiper. his heat is lost just so much quicker 
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Painstaking Effort Is Incorporated 


in Every Product of the 
ROBERTS Line 








ROBERTS Products are also pro- 
gressive. They conform to the 
most up-to-date practice in 
design and workmanship. 


The utmost care is taken in even 
minor constructional details. 


Painstaking effort expended 
through all manufacturing proc- 
esses are reflected in the high 
operating efficiency and satis- 
factory service rendered by the 








Roberts Compression Stop ROBERTS line. 
and Waste Valve 
Left Hand Right Hand Size Standardize on ROBEETS Products. 
4553 4552 y . 
om ane % They will repay you well. 


Sold Through Your Jobber 


THE ROBERTS BRASS MFG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use. 


DETROIT - - - MICHIGAN 


Oo} =) 9545 
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Youth and Health 


HE FOUNDATION for health in 
later life should be laid in youth. 
Children: should be taught when 
young the lessons of sanitation—the close 
relationship between a successful life and 
a healthy, normal body. Standing high 
among the things within the power of every- 
one to perform for the preservation of 
health, is the habit of frequent bathing. 
The lesson will be far more quickly 
learned if it is presented in a pleasing way, 
as it is in the interesting little booklet, “The 
Story of the Bath.” Here interesting his- 
torical data and health facts are interwoven 
in a bright, witty presentation. 
Just telephone, or drop in, and we'll be 
glad to send a copy without charge. 


(In this space your Name, 
Telephone, and 
Address) 


Advertising Editorial 


A NEW ONE EVERY WEEK—No. 177 








Produce Inquiries 


ILLIONS of pieces of mailing matter go through the postal de- 


+ 


partment every year whose sole purpose is to produce inquiries. 


Watch the advertisements in your trade paper or in the national mag- 
azines, and in your local newspapers. See how many of them strive 
another to create inquiries. The inquiry is the 


by 


seedling 


which grows the sale. 


much interest in your service and selling is greatly simplified. 


ents a copy in quantities up to a thousand, 


37 


Get a person to indicate that 


Copies of “The Story” may be obtained from this publication at ten 


ALES LETTER 
One a Week—No. 14 





If there are some prospects you have not 
been able to sell, try them on an indirect 
approach. If you can secure an inquiry from 
them, you will have overcome a great part 
of the resistance to your effort to sell them. 
[f you can afford it, it would pay to have 
this letter sent to a large mailing list. 


J] © HN BROWN 
Plumbing : Heating 
Two Rivers, N. Y. 
May 2nd, 1925. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

The foundation for health in later life 
should be laid in youth. 

Healthful habits formed in childhood grad- 
ually build up strong constitutions, fully able 
to cope with all of the normal exposures 
which are so dangerous to weak folks. Suc- 
cess, in the complexity of modern life, is 
often the product of abounding energy giving 
the ability to throw off the results of fatig- 
uing labors. 

Standing high among the things within 
the power of everyone to do for the preserva- 
tion of health is the habit of frequent bath- 
ing. The natural antipathy of youth for the 
necessary ablutions may easily be turned into 
willingness if the facts of health are pre- 
sented interestingly. 

Read “The Story of the Bath’’ to the chil- 
dren—read it for your own amusement and 
information. We'll be glad to send you a 
copy without charge. Just telephone, or 
drop in. 

Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 36 


HE Adlet may be made to produce inquiries, 
_ well as the Advertising Editorial. In- 
quiries are indications of interest. Properly 
followed up they produce sales. When a person 
has made an inquiry, the first bars of sales 
resistance have been taken down. Use the fol- 
lowing adlet to add some new names to your 
mailing list. 





| Healthful Habits 
Should be formed in youth. “The 
Story of the Bath” teaches in a bright, | 
| witty manner the healthful results of 
| frequent bathing, while giving some in- 
teresting historical data on this im- 
portant subject. Copy free on request. 





























O.H.E. on the Small Job 


H. I. BAILLET treats of an unusual 


problem in ov 


STION herein treated is ual in that 


MHE OUT 


of item that 
It is 
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covering an 


the firm () an 
their 


1] 
bill i 


busine very 





asion 
hould 


frankly would 


Oct 


it j a cost item the iob and 


In 
i@ job 
to 


be 


frank admit that we feel the right wav to 


to 
$1 


time 


would charge it for what it is, namely 


fare it cost oo and let it go at that Hlow 


and circumstances when it is ad 


Xtra cost absorbed the 
The 


thi ‘ 


unusual or ¢ 


in 
item whole 


be 


regular avoid argument 
pre 
ithematic 
The 

Rut this 
inderlying 


ollar 


to matter 1s 


ented as showing how done with 


al 


here 


an 


m correctness 


amounts involved in this case are very small 


doe not make a particle of difference, as the 


inciple is exactly the same thousand 


It 


pr 
job a in 


in a 


d one-dollar job is the principle we 


after 


are 


(Question | 


“ ould 


t overhead 


like 


and 


to 


1“ 


he 


per 


hown how to apply 


27) «6vper:) 6cen cent profit also to 


at cost two 
bill You ser 


the 


cover fare without their howing 


train 
the 


in 


the carfare to get to this job was 


don't 


the 


more that labor cost | want to rub this 


the customer's time | want 


ht 


returned I 


under nose at same 


what is rig and am satisfied to have my outlay for 


tell 
this 


carfare suppose will that 
int should 


does 


per 


you me my 
But 


proportion 


overhead ace take « 


head 


earfare 


ot 
this 


are mv over 
namely 


if 


account not have 


100 cent So I 


Also I 


to ¢ 


on labor will run short 


I apply my regular schedule want to find out 


to add 


of this 


What percentage [I have osts when | run up 


against unu conditions kind?" 


Answer \ 


stern 


ual 
first ¢ 
ball 


making a 


oul ost i trass thumb screw, $0.01 


bra tank 
$1 


want 


for S005 rod $0.05 


11, 


overhead 


brass 
of 


wire 


one hour's time oo total $1 first cost 


On this vou to apply 27 per cent and 10 


per cent profit 


Charging the 


UESTION 
to 


Would 
the 


tell 
expense 
ot 

particular 


the 
plumbing 


you kindly me correct 


of 


men I 


Way find overhead a 


business that employs four work 


day 


charges 


an average 


eight hours a but not on iob: there 


of 


any 


fore, IT cannot time to the job Should 


he 


some my 


figured overhead : date 


If 


ual 


mv salary in as an expense 


Answer 
the 


your four nen 
that 


to 


men employed means four 


and u helper labor, et« to 


little 


{ seems us 


comparatively of your time can be charged 


labor busy 
of 


job ; 


productive 
take care 
different 

labor 


as it keeps an employer pretty 


to the needs of four gangs when working 


on in order not to have an lost 


You 
men Waiting 
thinks he 


excessive 


his overhead it costs 
these 
Instructions, 


dollar 


item in account know 


real money days to have for materials 


or the 


the 


while boss is earning a 


by working with tools 


erhead expense 


100 per cent ‘7 per cent #3 per cent 
$1.11 63 $1.76 first cost 27 per nt 
©. HH. KE. and 10 per cent profit 
Now you want to add to this the $1.00 carfares, w 
makes the sale price $2.76 
The next step is to apply this total in such manner as 
to have it absorbed in itemized bill without) showing 
the carfare charge 
$2.76 $1.11 $1.65, amount added to first cost 
Divide $1.65 by $1.11 1.4864 or 148 64/100 per 
cent, percentage added to first cost 
And adding a like percentage to each item gives vou 
the desired result 
1 brass thumb screw: cost .01 148 64/100 
per cent 024864, or 2 by 
1 brass stem for tank ball; cost .05 + 148 
4/100 per cent 12432, or .12! 
1 brass wire rod; cost .05 148 64/100 per 
cent 12432 or .12% 
1 hour's time; cost $1.00 148 64/100 per 
cent $2.4864, or 2.48 
$2.76 
We recommend that all jobs of this character be billed 
in lump thus 
To repairing closet tank $2.76 
Get away from all itemizing of small jobs It only 
breeds trouble 
At the same time would call correspondent’s attention 
to the fact that a job so small as this not only carries 
a disproportionate amount of carfare but also a= similar 
disproportion of all fined charges Therefore it is. evi 
dent that even the 148 64/100 per cent is a reasonable 
loading for so small a job As a matter of fact, jobs of 
this character must bear a higher than usual loading 
to’show a net profit 
Here is another question which is not unusual, but 
which seems to perplex many master plumbers, where they 


themselves work on various jobs during the day 


Master’s Time 


To be correct, all time not directly chargeable to a 
job must be charged to overhead We would suggest that 
vou keep absolute record of how your time is occupied 
for a certain period, say a week or a month If vou 
find that one-fourth of your time is chargeable to job 
then vou may figure 25 per cent of your time in pr 
ductive labor and 75 per cent in vour overhead 

Whatever proportions you find, you may use as a m 
ter of expediency But—-check yourself up periodical 
The best bet is to turn in a time sheet every day, | 
same as we hope you have your men do; then you wil! 
KNOW 

All time billable to a customer or provided for in a! 
estimate of costs is productive labor All other tim: 


overhead, The important thing is to keep a close ch: 
on how you spend your time and so eliminate guess worl 


3k 
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ALPHA Brass Pipe is better 


It has more copper and more lead than ordinary brass pipe. 


More copper makes it dense, ductile, and tough, and increases its 
resistance to corrosion. Asa result it can be bent easily, possesses a 
superior surface finish and resists corrosion better than ordinary 
brass pipe. 

More lead makes it easier to cut and thread. 


It is well known that more copper improves the quality of brass 
pipe. However, ordinary brass pipe which is of the Muntz mix- 
ture is manufactured by a process that cannot be used commer- 
cially on Alpha Brass Pipe. We are able to make this pipe because 
we are willing to employ a different process of manufacture. 
Alpha Brass Pipe is guaranteed not to season crack and is pro- 
tected by our trademark. 


The story of Alpha Brass is told in a booklet which we will gladly 
send upon request. 


CHASE METAL WORKS 
Division of Chase Companies, Inc. 
WATERBURY, CONN. 


STOCKS Chase Companies ol New Jersey OhioChase Company Chase Companiesof California 
New ark Cleveland San Francisco Los Angeles 
OFFICES: Boston New York Philadelphia Rochester Pittsburgh Chicago St. Louis Denver Atlanta 


Members Copper and Brass Research Association 








ALPHA 
rass Pipe 


—_— 


CHASE METAL WORKS, Waterbury, Conn. 


Please send me free of charge a copy of your book on Alpha Brass 
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¢ Clyde & Nelson Friz, Architects 
Walter Scott Apartments August Eidmann, P/umbing Contractor 


" Central Metal & S ly Co., Pl b Fixt 
Baltimore, Maryland A a 





T’S NO TRICK at all to copy the outward appearance of 
this modern flushing equipment, but it is rather difficult to 
duplicate its performance. 


It can’t be held open — it is self-adjusting to variations in 
pressure and closes automatically after delivering a predeter- 
mined flush. 


The principle of its construction has remained unchanged 
since it was placed on the market almost nineteen years ago. 


Roval Fiusl) Valves 
SLOAN VALVE COMPANY 


CHICAGO 


BRANCH OFFICES 





Albany, N. Y Buffalo, N. Y. Des Moines, lowa Los Angeles, Cal. Nashville, Tenn. San Francisco, Ca 
Atlanta, Ga. Cincinnati, Ohio Detroit, Mich. Memphis, Tenn. New Orleans, La. Seattle, Wash. 
Baltimore, Md. Cleveland, Ohio Durham, Conn. Miami, Fla. New York City, N. Y. St. Louis, Mo. 
Bayonne, N. J. Dallas, Texas Indianapolis, Ind. Milwaukee, Wis. Philadelphia, Pa. Washington, D.C 
Boston, Mass. Denver, Colo Kansas City, Mo Minneapolis, Minn. Pittsburgh, Pa. 
CANADA 
Winnipeg Toronto Montreal Halifax 
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Louisiana-Mississippi Association Meets 


Mississippi master, H. Schwan of Biloxi, chosen 


to head Association 


for 


1925. Biloxi offers 


a genuinely hospitable reception to visitors 


FFERING a nicely balanced program of business 
O and recreation to the attending masters, the Third 

Annual Convention of the Louisiana and Missis- 
sippi Association of Plumbing and Heating Dealers, held 
in Biloxi, Mississippi, April 23 and 24, may be reported 
as eminently successful and enjoyable. 

After the address of welcome by Mayor Kennedy of 
Biloxi, and response by Paul Escudier, president of the 
association, a roll call of the delegates showed that there 
were close to one hundred present. A letter from W. J. 
Woolley, of the National Trade Extension Bureau, was 
then read, calling attention to the “Ask ‘Em to Buy” 
campaign, and telling the masters present to go out and 
sell their services. ‘‘Be a salesman as well as a master 





Delegates and guests attending the annual convention of the Louisiana and Mississippi 


Dealers, held 


plumber,” said Mr. Woolley, ‘“‘and you can eliminate 


hurtful competition.” 


AFTERNOON SESSION 
UNCHEON on the first day was tendered by the 
L Biloxi Rotary Club, where there were short speeches. 
Frank Tweedy, of New Orleans, called the master plumb- 
ers’ attention to the “‘Bath a Day’ buttons they were 
“Domestic Engineering” for 
masters to 


wearing and complimented 
its work on this campaign. He 
get behind advertising of this kind because it is to their 


urged the 


interest to educate the public. 

At the opening of the afternoon session, District At- 
torney R. Lee Guice, of Biloxi, spoke on ‘‘Laws of Inter- 
est to the Trade.” He told of the differences existing 
throughout the states regarding contracts and dwelt on 
the technicalities of the law. He went very thoroughly 
into the question of liens and explained to the masters 
how they should protect themselves. He heartily en- 
dorsed legislation meant to protect the honorable plumber, 
and told the masters to win the confidence of the public. 

During the discussion of conditions in various parts of 
the states of Louisiana and Mississippi, John J. Vogel- 
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pohl, National President, and H. E. Longley, National 
Vice-President, entered the hall and were greeted with 
cheers and hand-clapping. Each delivered a short speech 
in appreciation, after which the various officers’ reports 
were read. 

Following the reports, the masters embarked in auto- 
along the Gulf to Pass 
with true Southern 


mobiles for a sightseeing trip 
Christian, where dinner was served 
hospitality. After dinner Frank Smith, New 
representative of the Standard Manufacturing 
Company, talked on the relationship of the manufacturer 
and the plumber. He pointed out that each 
was working for the same end and co-operate in 
order to make progress. He gave some interesting pro- 


Orleans 


Sanitary 


master 
must 








Association of Plambing and Heating 


Biloxi, Miss. 


duction figures and painted an optimistic picture of the 
big work ahead. 


PRESIDENT VOGELPOHL SPBAKS 
T THE opening of the Friday morning session, the 
A convention adopted the resolution presented by 
“Domestic Engineering’ dealing necessity for 
fighting the pollution of streams. meeting was 
then turned over to Mr. into 
one of his vigorous addresses. 

Every master plumber, he said, should 
He explained what 
the national association stands for and what men gain 
by attendance at the meetings of their local and state 
associations. He told them to take ideas 
gained at these meetings and apply them in their own 
businesses so that they might reach the heights at which 
they aimed. 

He urged 
the necessity of 
passed by the associations. 
until there has been full 


with the 
The 
Vogelpohl, who launched 


belong to his 


city, state and national association. 


home the 


co-operation with officers and pointed out 
conforming to rules and regulations 
They are never put through 
though 


discussion, and even 


(Continued on Page 64) 































K 300 
RE-NU Bath Fitting 


‘Universal acceptance of the fittings 
shown here is a natural response 
_ to their correct design, unquestioned 
- durability and unusual value made 
_ possible by modern methods of man- 





Large RE-NUJ barrel with 
enlarged waterway pro- 
vides volume necessary 
for quick filling of bath 
and a forceful shower. 


; Used Everywhere Because 
i They Give Complete Satisfaction 


RE-NIJ Shower Fitting 


Insure proper functioning of your 
jobs by using “Standard” Fittings 
and Faucets. They are built up 
to a standard, in keeping with the 
policies of this company. You 
can get them from your Jobber: 











 ufacture under quantity production. 


“Standard” 


BRASS GOODS 









K 701 

cf For Vitreous China 
\\ Lavatories 

Uong spout) 


K 700 
For Enameled 
_ Levatories 
(short spout) 





Small RE-NiJ barrel 
with size of water- 
way in keeping with 
volume necessary for 


— Saatest 
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ALABAMA fas Two Busy Days 


Alabama Association hears fine program 


of speakers 


in two-day session held 


in Birmingham, April 20th and 21st 


NE OF THE welcome signs of the changing status 
of the plumber is the fact that, at his conventions, 
there will usually be found one or two speakers, 

not of the industry, who pay honest tribute to the serv- 

ice of sanitation. 

Delegates to the Annual Convention of the Alabama 
State Association of Master Plumbers, held in the Cham- 
ber of Commerce, Birmingham, April 20 and 21, heard 
W. E. Dickson, City Commissioner, pay tribute to the 
master plumber. He stated his conviction that the mas- 
ter is largely responsible for the health of the community. 
He pointed out that in Birmingham the Health Com- 
mission and doctors are working hand in hand with the 
master plumbers in teaching the realize what 
good plumbing health comfort. He ex- 
pressed himself as willing to co-operate in every way pos 
sible to have which would better conditions 
in the industry. 
Vice-President H. 


public to 
means in and 
legislation 
thanked Mr. 


National EK. Longley 


Delegates and juests attending the 


annual convention of the 


:° The 
ought to 
local 
and 


various delegate 


that 


called 


seemed to be 


the state Mr. Perry upon 


consensus of opinion there 


be better harmony and more co-operation among 


that 
lay aside the 


masters, they should work together as a unit 


practice of figuring on the basis of price 


alone 


H. k. LONGLEY'S SPEECH 
 gonaieeneet Perry then turned the meeting over to 
Vice-President length He 
called living up to 


and city plumbing codes as a 


Longley who spoke at 


attention to the necessity for state 


means of really convincing 


the public that the master was working for its health 
and comfort 

He sketched the work of Herbert Hoover and_ his 
associates in trying to bring about better conditions in 


sasic Prin 
North 
contracts 


the industry, particularly in advancing the 20 


ciples He told the masters present of the law in 


Carolina by which the plumbing bids on all 





Birming- 


Alabama State Association of Master Plumbers, at 


ham, Ala., April 20 and 21 


Dickson for his remarks in a few words, following which 
President W. T. Perry read his annual report. 

On a motion by L. E. Birmingham, of the 
State Executive Committee, there discussion as to 
whether or not a Field State Secretary should be ap- 
pointed. This matter held until the 
day when President appointed Smith to 
fill that position. 

At the adjournment of the morning session, the dele- 
to the Dixie Metal Products 


Dulion, 
was 
second 


was over 


Perry Grady 


gates were taken for a visit 
Co., Inc. E. C. Cole, this company, 
former master plumber, host At 
an interesting talk was given as to the work done there. 
After the visit the delegates were entertained at a lunch- 
eon on the lawn of Mr. Cole’s home, and expressed them- 
with the hospitality ex- 


and a 
bench 


president of 


acted as each 


thoroughly charmed 
tended by Mrs. Cole 
The opening period of the afternoon session was given 


over to an open forum on conditions in various parts of 


selves as 


4 


Vv 


over $10,000 were to be separated from the general 
contract. 

In reviewing the 
sion Bureau, Mr. 
institution and doing much to improve the industry He 
the apprentice, 
him all the 


told of 


work of the National Trade Exten 


Longley said that it was a wonderful 


urged the masters to take an interest in 
that 
learning his 


journeymen give 


trade He 


to help him, to see 
assistance possible in 
the work of the National Apprenticeship Committee, the 
results of which will be made known fully at the national 
in June. 


the national 


convention 
convention, Mr. Longley 


this 


Touching upon 


pointed out the advantages of attending important 


meeting of the industry Among the important matters 


which will there be acted upon he numbered the code, 
and the necessity of living up to it 

Upon the conclusion of Mr. Longley's speech, which 

received enthusiastically, a motion was made that 


was 


the master plumbers of Alabama go on record as ap 
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proving Mr. Longley’s candidacy for the office of presi- 
dent of the National Association. It unani- 
mously. 

During the evening of the first day, F. W. McMillen, 
manager of the N. O. Nelson Manufacturing Co., Birming- 
ham, entertained quite a number of the delegates to a 
steak supper. Following this, those in attendance went 
to the ¥. M. C. A., there saw the “Fountain of 
Youth,”’ the motion picture made for the Crane Company, 
bathing from the time of the 
famous Roman baths to the present. 


was carried 


and 


which exhibits facilities 


CO-OPERATION NEEDED 
’r THE morning the second day, Field 
A Secretary Smith, of Birmingham, spoke on the need 
He advised the masters to get together 


session of 


of co-operation 





Mobile, 
the National 
Birmingham Plumbing Dealers’ Association; J. 8. Perry, of Montgomery; J. F. 


L.. Leahy, Aln., vice-president of the 


Association of Master 


W. P. Perry, president of the 
and work as a unit. He urged them to set aside all 
petty affairs and work for the common cause. He pointed 
out that times have changed, and that the master plumber 


must change with them. He asked for support in the 
work he is doing, and his vigorous address was very 
well received. 

Following Mr. Smith’s talk, the “Domestic Engineer- 
ing’ resolution concerning the need for lessening the 
pollution of streams was read to the masters, and unani- 
mously approved. Mr. Dulion, of Birmingham, then 


addressed the meeting on the necessity of salesmanship. 
Citing the fact that automobiles, washing machines, etc., 
are sold on the installment plan, he felt that the master 
plumber ought to adopt this method of selling in order 
that he might secure a greater quantity of new business. 
The plumber, he said, must go to the public and not 
wait for the public to come to him. 

Following L. J. Leahy, Mobile, of the 
Alabama Association, who spoke briefly on the appren- 
ticeship problem, G. H. Wilson, of the National Trade 
Extension Bureau, pointed the need for close 
operation with the officers of the state and local associa- 
tions. The value of a convention, he said, lies in keep- 
ing in mind all that is heard there and in applying it 
to the individual business. 


vice-president 


out co- 


NEW BUSINESS METHODS 
for different business methods 


HERE is a need 
of ipeone said Mr. Wilson. The day is past when a man 
told the plumber to do a certain bit of work and paid 
his bill without question. Now the owner is likely to 
ask what it costs. Unless the master knows his costs 
he cannot quote a proper price. Mr. Wilson said, fur- 
ther, that it was not competition which was ruining the 
business and causing losses, but the fact that many mas- 
ters did not know how to figure their costs and over- 
head, and were therefore quoting ruinous prices. He 


ENGINEERING 


Alabama Association 
Plumbers, and George Smart, 


Alabama 





May 


1925 


said that more attention paid to accounting and less to 
competition would raise the level of the industry, outlip- 
ing fully the Bureau’s system of accounting. 
guess your costs,”’ was his message. 

The morning session closed with the selection of Mont- 


“Don't 


gomery as the next convention city. The officers who 
have served during the last year were re-elected:  Presgi- 
dent, W. T. Perry; vice-president, L. J. Leahy; treas- 


urer, C. Bailey. A secretary is to be appointed later 
In the afternoon the delegates were entertained at a 
barbecue at West Lake by Crane Company, Standard 
Sanitary Manufacturing Company, N. O. Nelson Manufac- 
turing Company and Jefferson Plumbing & Mill Supply 
Company. 
The 


ance: 


following sales representatives were in attend- 





of Master Plumbers; H. E. Longley, vice-president of 
of Montgomery, Ala.; J. L. Crimm, president of the 
Stendman and J. N. Reeves, of Birmingham; 
Association of Master Plumbers 


F. W. McMillen, manager, and Walter Perry, heating 
department, N. O. Nelson Manufacturing Company, Bir- 
mingham. 

Haydn Myer, General Boilers Co., Birmingham. 

Geo. M. Schwab, Wolverine Brass Works, Memphis, 
Tenn. 

S. McSpedon, Johns-Manville, Inc., New York. 

G. M. Hawes, Jefferson Plumbing & Mill Supply Co., 
Birmingham. 


R. J. Quinn, Standard Sanitary Manufacturing Co., 
Birmingham. 

C. E. Cole, president, Dixie Metal Products Co., Inc., 
Birmingham. 


, D. D. Bentley and W. L. Simpson, also of Dixie Metal 
Products Co. 

E. B. Williams and R. D. 
Birmingham. 


Averitt, Crane Company, 


GREATER DETROIT ASSOCIATION OF H. & P. 
SALESMEN PLAN “BOSSES NIGHT” 

The Greater Detroit Association of Plumbing and Heat- 
ing Salesmen have completed plans for ‘Bosses Night” 
to be held at the Oriole Terrace, Detroit, Mich., May 7. 
Many out-of-town guests prominent in the trade are plan- 
ning to attend, and the various committees have been 
working hard to make it one of the most interesting and 
successful events so far this year. 








o 


Hanley & Co., of Chicago, have recently moved from 
3438 Giles avenue to 6 North Clark street in that city. 
Their shops will remain at 2511-2519 South State street. 

Bedford, Ind., is to have a new $15,000 community 
swimming pool. 

Plans have been completed by the city of Rush Springs 
Okla., for the construction of a new concrete swimming 
pool to cost about $5,000. It is to be built in the city 
park, and will be fed from a natural spring in the park. 








Her twenty-four-hour-a-day servant ~ 
THE MODERN PLUMBER 
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Her twenty-four-hour-a-day servant— 


the Modern Plumber 


In modern homes the country o’er— wherever 
sanitary conveniences prevail—her eminence, the 
empress of the home, daily enjoys the health and 
comfort benefits bestowed by the craftsmanship of 
the modern plumber. 


From early morn ‘til late at night the modern 
plumber is her constant, and her faithful servant; 
her firm, unfailing ally in rendering a service 
of convenience in the performance of a hundred 
household duties. 


His handiwork provides her with the comfort of a 
well heated house—with the rich luxury of hot water, 
instantly available. He is her constant and obedient 
servant in the kitchen—her liberator from the grief 
and misery of the old-time washday drudgery. The 
modern plumber is servant and friend to her and to 
her children in fostering cleanliness, promoting sound 
health habits and laying the foundation for vigorous 
strength. He brings countless benefits, renders a 
host of comforts and conveniences that were denied 
to the lady of the home in grandmother's day. And at 
2 cost that pales into insignificance when compared 
with the magnitude and extensiveness of his service. 


Republic Brass conceives the modern plumber as 
a craftsman decidedly worthy of his hire. As a 
force for good in his community; as a public bene- 
factor; an active crusader in the interest of health; 
a promoter of greater comfort; and as one of the 
chief factors in making American standards of living 
the envy of the world. 


With the modern, progressive plumbing jobber 
Republic Brass is proud to be associated in the 
splendid service that is being performed by the 
modern plumber in promoting health and comfort— 
in ushering in a new era of freedom for the lady 
of the home and in setting the pace for progress 
toward finer standards of living. 


Republic Brass is privileged to pay tribute to the 
the modern plumber in recognition of his work and 
is eager to apply its energies toward the extension 
of this work—to devote its resources in accel- 
erating the movement—and finally to awaken 
the public consciousness to a live recognition of 
the service of public welfare that is being per- 
formed in such full measure by this faithful servant 
in the American home—the Modern Plumber. 


THE REPUBLIC BRASS COMPANY, Cleveland, Ohio 


Good Plumbing 


Good Business 


Republic Brass Goods 


Canadian Distributors: James Robertson Company Limited, Toronto, Ontario 


REPUBLIC 


BRASS GOODS 























Constructive Program for Texas 


Thirty-sixth Annual Convention of Associated 


Master Plumbers of 


the 


“TLone-Star State’ 


characterized by enthusiastic endorsement of 
such forward-looking ideas as association 
advertising, the campaign against stream pol- 
lution, the need for field secretaries, apprentices 
and more frequent meetings of loca! bodies. All 
officers and directors re-elected for the year 1925 


LIST of the resolutions Thirty- 
A 3ixth Annual Convention of the Associated Mas- 
ter Plumbers of Texas, held April 20, 21 and 22, 
in Dallas, reads like a charter of 
are indications of the way the wind is blowing in Texas, 
most of the problems of the plumbing field are going 


to find center of an uncomfortable 
gale which is going to blow their hoary old whiskers- 


passed by the 


progress. If these 


themselves in the 


most of these problems are as old as the industry—far, 
far away. 


RESOLUTIONS PASSED 

ATURALLY an association as much alive to the 
N opportunities before it as is the Texas aggregation, 
would not fail to see the value and importance of a 
resolution aimed at eliminating the pollution of streams, 
introduced by “Domestic Engineering.’ It is significant 
of the attitude of the members of the Texas association 
that they appreciated this opportunity to secure some 
favorable publicity for the cause. * It was unanimously 
decided that copies of all resolutions passed be sent to 
the Dallas press for publication. This is good practice. 
It agsures the making of friends for the master plumber 
by giving the public a chance to appraise just how high- 
minded he is in convention. 
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SUED MAST 


Virst half of the official photograph of delegates and guests attending the thirty-sixth annual convention of the 


It was the consensus of opinion, as evidenced by the 


approval of a resolution, that every one of the larger 
cities of the state ought to have a field secretary to 
carry on the work of organization and to secure that 
continuity of effort which cannot be secured when offi 


cers must take care of their own business, however will 
ing they may be. 

By the action of the convention it was laid upon the 
shoulders of every local association to take up with its 
school board the matter of training apprentices. In 
this connection it 


which the administration 


is well to note a second resolution by 


was instructed to send a copy 


of the Smith-Hughes act to all members and non-mem 
bers. 
The general feeling seemed to be that local associa 


tions ought to meet 
By resolution it locals in all dis- 
joint month and 
that the zones should form local associations throughout 
the state and meet at least four times a year. More fre- 
quent meetings will that the work of the vari 
ous organizations with more vitality and 
greater accomplishment. 

It was 
dorse the 20 


more often than they do at present 
was recommended that 
least twice a 


tricts have meetings at 


assure 


will go on 


should en 
and 


also decided that the association 


Hoover code, 


Principles of the 


Basic 





> ae 


Associated 


Master Plumbers of Texas, held in Dallas, April 20, 21 and 22 
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that throughout the state the recommendations of the 
Standardization Committee ought to be adopted. In 
connection with the matter of publicity, a resolution 


was passed under which the association recognizes the 
worth-whileness of such efforts at educating the public as 
“The the Bath.’ The 


record as approving the movement 


is represented by Story of asso- 


elation has gone on 


to place ‘The Story” in the schools of Texas 


FIRST DAY'S ACTIVITIES 
FYXHE morning session on April 20 was given over to 
| the opening formalities, with short talks from Past 
Presidents J. O. Montrief, N. S. Hill and A. Collman, 


who is the San Antonio Association. 


After lunch, Dan Sullivan, one of the first master plumb 


now secretary of 


ers of Dallas, told of the progress made in the industry 
and laid stress on the thought that every master ought 
to see to it that he shows a profit at the end of the 
year 

John J. Vogelpohl, president of the National Asso 
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Last half of the official photograph of delegates and guests atending the thirty-sixth annual convention 
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ject of credit, as extended to the merchant plumber py 
the wholesaler, the meeting adjourned. Monday evening 
was given over to a dance in the Adolphus Hote! until 


11:30, when the men went to the Jefferson Hotel to 


attend a midnight smoker 


INTERESTING TALKS TUESDAY 

N TUESDAY, April 21, Professor Chas. Martin, of 
O the A. & M. College, delivered an interesting talk 
efficient tradesmen. Following the 
president's and the various com- 
mittee reports, Judge W. L. Coley, of Ft. Worth, spoke 
on the legal the business. Judge 
Coley said that every master ought to uphold a rigid in- 
spection, and that there ought to be a bond back of every 
license to protect the public when defective work had to 
Mr. Levy, Dallas, then gave a general re 


training of 
reading of the 


on the 
report 


aspects of plumbing 


be replaced. 


view of conditions as they exist in business today. 
Dr. H. O. 
Texas State 


Austin, 
delivered 


president of the 
himself of an 


Sappington, of 
Board of Health 








of the Associated 


Master Plumbers of Texas, held In Dallas, April 20, 21 and 22 


delivered one of his inspir- 
summed up the work 
of which will be 
He urged that 
between the 
journeyman. He felt that, if 
better business 
having a shop 


ciation of Master Plumbers, 
ing and practical addresses He 
of the the 
made convention. 
the 
master 
the 
man, when he 


committees, results 
the national 


possible 


various 
known at 
contact be maintained 
the 

trained to be a 
realizes his ambition of 
of his own, he will be a better competitor. 

Speaking of the National Trade Extension Bureau, 
Mr. Vogelpohl stressed the advantage of making use of 
the Bureau’s service. “It is a product of the plumber, 
he said, “brought into existence by a plumber, and it is 
an organization to be proud of. You men have 
to be proud of your progress,’’ Mr. Vogelpohl 
conclusion, ‘“‘and reason to be proud of your profession.” 

Among the questions which this speaker said he hoped 
to see solved at the national convention, because of the 
country-wide discussion it has received, is: Should the 
manufacturer of material, which, after installation, proves 
defective, pay for labor for the replacement, and furnish 


closest 
plumber and 


journeyman were 


” 


reason 
said in 


new material? 


After a short talk by T. L. Benning, Dallas, on the sub- 


instructive address in which he stated that the welfare of 
the depended upon the plumber. Giving hearty 
endorsement to the campaign against the pollution of 
streams, Dr. Sappington assured the master plumbers 
of the complete co-operation of his office. 

He was followed by E. V. Ehlers, also of the 
Board of Health. Mr. Ehlers’ topic was ‘Environment 
As It Affects the Public Welfare,’’ during the course of 
which he gave some interesting statistics on the aver- 
age life of men in various countries, with a review of the 
sanitary conditions existing. He stated that there was 
a surprising amount of disease caused by impure water 
in this country. 

The late afternoon was given over to 
trip by automobile, followed by a banquet with entertain- 
ment, given on the roof garden of the Jefferson Hotel 

Cc. D. Armond, San Antonio, spoke on Wednesday on 
“Ethics in the Plumbing Business.” Mr. Armond ad- 
vocates having a paid secretary in every large city with 
a local which can afford one. He was followed by 
EE. V. Eblers, who spoke on Tuesday. Mr. Ehlers sketched 
the manner in which the Board co-operates with the as- 


state 


State 


a sightseeing 


(Continued on Page 50) 
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The Beneke CHINO Seat 


has been devised to meet the growing demand for a white 
toilet seat of moderate price which can be used on installa- 
tions where something better than an ordinary oak or 
mahogany wood seat is required. The snow white sprayed 
on finish has a special pyralin base and is buffed to a 
high glaze which is extremely handsome and durable 


The original CHINOCom- 
position Tank, noted for 
its durability and fine 
finish, is made by the 
manufacturers of the 
Beneke CHINO Seat. 





The Beneke CHINO Seat 

used in connection with 
the CHINO Tank and any 
good bowl, makes a most 
attractive and economical 
combination. 


BENEKE MANUFACTURING CO. 


Successors to 


BENEKE & KROPF MANUFACTURING CO. 


21st and Rockwell Streets 


CHICAGO, ILLINOIS 
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Avoid the Common Place and Choose Distinctive 
Fixtures for the Home 
In UNITED STATES enameled ware there is 
distinction and beauty. 


Designed to meet the tastes of everyone,— 
there are over one hundred types of lavatories 
for your customers to choose from. 


UNITED STATES Enameled Ware is sold thru-out 
the country by jobbers who are willing to serve you. 


Tnite? States Sanitary MYG-Co. 


NEW YORK ~ CHICAGO PITTSBURGH PHILADELPHIA BOSTON 


Mention Domestic ENcInrerInG when writing advertisers. 

















Ontario Society Holds First Exhibit 


Also tries innovation of three-day 
meeting and finds plenty of 
constructive work to do 


NE UNIQUE feature of the annual convention of 
the Ontario Society of Sanitary and Heating 


Engineers, held in Toronto, was the exhibit, 
open to the public, which inaugurated the conven- 
tion. On Wednesday evening, April 15, refreshments 


were served to visitors at the exhibit, and during the 
afternoon and evening an orchestra ‘‘made sweet music.” 

This is the first time in the fourteen years of its 
existence that an exhibition has been held in connection 





Top row: Thomas M. Maxwell, Toronto, treasurer; William 

Newell, Hamilton, chairman of Apprenticeship Committee.— 

Rottom row: Erwin Cardwell, Welland, president-elect, and 
T. A. Cowan, Brantford, chairman of Arbitration 


with the convention of the Society, as it was likewise 
the first time that a three-day meeting was scheduled. 
The convention continued through April 16 and 17. 


PRESIDENT’S REPORT 


N HIS annual report President George R. Baker in 
] a masterly way summed up existing conditions, mak- 
ing an appeal to the manufacturers and wholesalers for 
their support in all matters pertaining to the industry 
There was nothing in his frank statements to which ex- 
could be taken, out that 


many of the evils existing 


ception although he pointed 


could be corrected by the 


manufacturers and wholesalers In the last analysis, 
he felt that the one best way to bring about conditions 
favorable to the members was to grow in strength as an 
association. 

Mr. Baker outlined very completely his activities in 
connection with the proposed Provincial Plumbing Regu- 
lations. He attended conferences with members of the 
Society, and with manufacturers and members of parlia- 
ment. He secured the co-operation of the Provincial 
Joard of Health, which erected a complete plumbing 
installation at the National Exhibition held in Toronto, 
in 1924. This installation indicated the minimum re- 
quirements as set forth in the proposed regulations 


wn 


“| have every confidence that the efforts which have 


been put forward with a view to promoting closer co 


operation between all branches of the industry will 


work out to the benefit of us all,’’ said Mr. Baker in 
“We have 


body of 


closing much to fight against, but, as an 


intelligent men, we have the power and the 


ability to overcome the obstacles that are in our path 
and to climb out of the deepest rut. But it is only by 


each one of us realizing that we must individually put 


our shoulders to the wheel that we can succeed 
“United we stand, divided we fall United there is 
nothing that we cannot accomplish Let us stand!” 


APPRENTICESHIP INDENTURE 
N SUBMITTING the report of the 
| mittee, Wm 
the approval of the 


Apprenticeship Com 
Newell, its chairman, also offered for 


members a form of indenture for 
This 


agreement, the provisions of 


apprenticeship training indenture is a clear-cut 


which give the apprentice 


trade and at the same 


every opportunity to learn his 
time protect the employer 
which is, of course, entered into 


father of the 


In part the indenture, 


with the consent and signature of the 


apprentice, provides the wages which shall be paid dur 


ing the five years of apprenticeship Under its terms 


the master is to allot 800 hours of mechanical shop work, 
to consist of lead work, joint wiping and blue print 
reading. 

In case there is a holding 
attend 44 


the first year and not less than 96 hours during the re 


school evening 


technical 


classes, the apprentice is to hours during 





Between sessions at the Ontario Soctety'’s convention 


maining four years of the indenture’s life It is also 


provided that, in case no such technical classes are avail 
able, the master will lay out an equal number of hours 
of theoretical work for the apprentice to perform 

The report of P. C. Mansell, chairman of the Heating 
Committee, offered some valuable commentaries on the 
pointed out that in order that a 


credit situation He 
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The Installation of No.1 Buck- 
wheat burning Heaters is now an 
important part of the Heating 
Contractor’s business ~~ « 
Twelve branch offices and repre- 
sentatives of the makers of the 


Spencer 


>y> .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 








are helping Heating Contractors 
to get and handle more of this 
very profitable business. 


G 


A size and type for every purpose 
Sold only through heating contractors 














Sea eeausamTeS 


STANDARD HEATER COMPANY General ee WILLIAMSPORT, PA. 


New York Cit Boston Philadelphia Baltimo Buffalo Roches Lancaster Washington Schenectady Syracuse Harrisburg Scranton 
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craftsman become a business man, it is necessary that 
the fundamentals of a successful business enterprise be 
adopted, one of the most important of which is to pay 
hills promptly and thus secure the benefits of cash dis- 
counts by doing so. 








Some of the delegates and guests at the Ontario Society's 
convention 


He asked the very logical question, ‘‘Why cannot every 
operator accumulate sufficient knowledge to compute radi- 
ator quantities, lay out heating plans, estimate costs and 
engineer his own business, instead of leaving such work | 
to the wholesaler?’”’ 

He indicated further that the estimating staff which 
must be maintained by the wholesaler under such con- 
ditions adds to his overhead, and this additional expense | 
must of necessity be reflected in his selling costs. He felt 
that it would be better for the sanitary engineer to do 
his own estimating and thus retain control of his business. 

At the Friday morning session ‘Thomas M. Maxwell, 
Toronto, treasurer of the society, brought up a subject 
which is very near his heart, namely, the establishment 
of a women’s auxiliary to supplement the work of the 
Society. After brief discussion it was decided to refer 
this matter to the incoming executive. 

At this session the Society also went on record as ap- 
proving the resolution presented by ‘‘Domestic Engineer- 
ing,’ regarding the need for measures to eradicate the 
pollution of streams, feeling that the sanitary engineer 
has a very vital interest in the subject of pure water 


supply. 





B. Morris and N. F. Ryding, Crane Co., Ltd., Toronto; J. M. 
Oastler, Pendell Boiler Co., Toronto; Frank Bowes, Northern 
Plumbing Co., Ltd.; J. MeKendrick, Canada Metal Co., Ltd.; 
Ed, Tl. Needham, Wolverine, Ltd., and George Syme, T. McAvity 














& Sons, Ltd., all of Toronto 
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NO. 48 CLOSET COMBINATION consietins of 
Plate No. 8 Tank in combination with Plate 
No 28 Wash Down Bowl, which is fitted with 
either an Oak or Birch Mahogany seat. 


T first glance the quality of 

Zwermann Ware is very appar- 

ent, and closer examination will 
confirm your opinion. 


The color is a rich pure white and 
the glaze is perfection itself. Con- 
tinuous production centered on 
three standardized numbers make 
such results possible and insure a 
uniformity otherwise unattainable. 


Zwermann Tanks, Bowls and 
Combinations are being sold in 
ever increasing quantities by good 
plumbing supply houses from 
coast to coast. 


Ask Your Jobber 


Zwermann Co. 


Producers of Genuine Two Fire Vitreous 
China Water Closet Tanks and Closet Bowls 


Illinois 
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“MERION 


Automatic Storage Gas Water Heater 
20 GALLON FAMILY SIZE 


és no DOLLARS 
and a Low 
Gas Bill 


(Plus Installation Charges) 

















€ 
Only one gas and two water 


connections to make and the 
‘“‘Merion’’ is installed. 





You can now give your cus- 
tomers automatic hot water 
service at a price only a little 
higher than that charged for 
an ordinary range boiler and 
side heater. 


Tell them of this wonderful 
convenience they can have for 
so little cost, of the many 
weary steps it will save them. 


The ‘“Merion’’ means more 
business and greater profits 
to you. 


JOHN Woop MFc. Co. 


CONSHOHOCKEN, PA. Los ANGELES, CALIF. 
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THE NEW OFFICERS 
XSQOLLOWING the morning session, the directors—Geo. 
I R. Baker, Toronto; Ervin Cardwell, Welland; George 
Fairley, Guelph; T. M. Maxwell, Toronto—-went into 
private meeting and elected the following officers: Pres- 





Top row: J. W. Jumieson, Canadian Heater Co., Hamilton, 

Ontario; James W. O'Neill, Trane, Toronto.—Bottom row: 

Richard Green, of James Morrison Brass Mfg. Co.; Charles 

D. Waldon and M. Wallach, both of Spencer Heater Co., Ltd., 
all of Toronto, Ontario 


ident, Ervin Cardwell; vice-president, George R. Baker; 
treasurer, T. M. Maxwell; secretary, Garrett Frankland. 

The Friday afternoon session was given up to a joint 
meeting of the members of the Society and the manu- 
facturers and wholesalers, in an effort to establish and 
maintain the friendliest relations possible during the 
year. Indications are that there is a great willingness 
on both sides to co-operate. 

On Thursday evening a bowling contest was held. 
Secretary Garrett Frankland, in charge of the contest, 
quickly formed teams and a battle royal was staged. 
After the bowling tournament, the members returned to 
the Forresters’ building, where further entertainment 
and refreshments were provided. 

On Friday evening the big social event, a banquet, was 
held at the Prince George Hotel, with a fine bill of en- 
tertainment. This closed the convention, leaving a feel- 
ing in its wake that the Ontario Society is well on the 
road to new growth and strength. 


THE EXHIBITORS 
NOLLOWING is a list of the exhibitors, with the rep- 
k resentatives in charge: 
The T. G. Griffith Co., Toronto. T. G. Griffith and H. 
Stevenson. 





A view of the Exhibit Hall at the convention of the Ontario 
Society of Sanitary and Heating Engineers 


| 
| 





In Appearance — 


Its lines are pleasing and 
symmetrical; as a fixture 
it is compact and incon- 
spicuous. It is vandal-proof. 
There are no projecting 
levers or cams that can be 
broken or may be abused. 


Actual working water pres- 
sure should be stated when 
ordering valves. 


The SIMPLEX is all that 
its name implies, in con- 
struction, in operation, and 
in appearance. 





A recent improvement pro- 
vides for adjustment of 
length of flush from the 
exterior and the cleaning 
of by-pass without taking 
valve apart. 








—_—— 
y THE BEATON & CADWELL MFG. CO. 


New Britain, Conn. 


Please send at once Catalogue and other information 
on the Simplex Flush Valve, together with price list. 


Name 


Address 


wn 


ea 
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Trane Co., Toronto. J. W. O'Neill. 

Pendell Boiler Co., Toronto. J. Oastler. 

Ruud Manufacturing Co W. J. Faller. 

Wolverine, Ltd., Toronto. W. Mason and E. T. Né 
ham. 

Empire Brass Manufacturing Co., Toronto W. B 
chanan, O. L. Robb and J. E. Jenkins. 

John Wood Manufacturing Co., Ltd F. Fisher ar 
F. W. Kelly. 














; ZS 


Rie 
rei ei aia ale! 
- in Py ' IRI 
SE 
4 ad a) an i il pe acs, 
aes 7 Ld | | — 


The exhibit of the Chamberlain Desolvo Co., Ltd., Toronto, 
Ontario, at Ontario Society's convention 


A. B. Jardine & Co., Ltd., Hespeller, Ont. A. Jardine 
J. A. Sexauer Manufacturing Co., Ltd., Niagara Falls 
| Ont. J. A. Erion and J. M. Sexauer. 

Canadian Heater Co., Hamilton Ont. J. W. Jamieson 
Canadian Brass Co., Ltd., Galt, Ont J. S. Clemens 


st ge ray ew. r ways + 


and V. Lisemer. 
Canada Metal Company J. M. McKenrick and W. A 
| Harris, Jr 
| Mueller, Ltd., Sarina. L. O’Niell. 
Spencer Heater Co. of Canada, Ltd. Charles Waldon 





Ge fee | Leo McCloskey, Essex, Ont. Alvin Ellis. 
ei Me The Williams Tcol Corporation of Canada, Ltd., Brant- 
THE MATSON BUILDING, San Francisco, Calif. ford, Ont. Edwin Newsome and T. V. Ott. 
Bliss & Faville, Architects Thomas Norrin, Engineer The Sheet Metal Products Co. of Canada, Ltd. H. C 
Francis. 


UAL | TY The Canadian Johns-Manville Co., Ltd., Toronto. P. J 
Brefnan. 


Determined the use of 484 GORTON QUARTER 
TURN PACKING LOCK RADIATOR 
VALVES in the above building and in the 


following buildings: 

New Pacific Tel. & Tel. Bldg.,San Francisco, Calif. 
— 900 Valves 

America Fore Bldg., Chicago, IIl., over 800 Valves | 


Hudson View Garden Apartments (14 Buildings), 
New York — over 1000 Valves 


Maryland Casualty Building, Baltimore, Md. 


—over 500 Valves = ESE ee ene ae 











John R. Dulaney, L. F. Mayne and T. H. Gunning, all of the 


Complete details of the EXCLUSIVE FEATURES 
Chamberlain Desolvo Co., Ltd., Toronto, Ont. 


of this QUALITY VALVE gladly furnished on request 





A. R. Williams Machinery Co., Ltd. P. E. Willis 


(; t & Lid d tC | Crane Co., Ltd., Toronto. B. Morris. 
or on l gerwoo 0. J. L. Buchanon, Ltd., Toronto. T. W. Meriam. 


96 Liberty Street - New York, N. Y. Northern Plumbing Supply Co., Ltd. W. Hagg. 
Established 1887 Toronto Hardware Manufacturing Co. D. Wallace. 
REPRESENTATIVES IN PRINCIPAL CITIES Galt Brass Co., Galt, Ont. Arthur Coleman and Frank 


Stinson. 
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Spring is here— 


and house owners are no longer dependent upon coal 
for comfort, but—they still remember the desperate 
struggles they had during the recent zero weather, 


trying to make their heating systems toe the mark. Bulletin No. 16 contain- 
° . ° ° & full details will be 
Last winter’s coal bill has left most of them in a dis- anand an wequent. 


tinctly overhauling frame of mind. 


' Now is the time 


to profit by this state of affairs. You can assure 
building owners that you are not only able to cut 
their fuel costs by making their heating plants in- 
finitely more efficient, but that you can also eliminate 
air bound and waterlogged radiators, simply by in- 


stalling an economical LYTTON THERMO 
SYPHON TRAP which requires no upkeep. 


Go to it! 


Proper application of trap to any type of heating system 


























OUA8s sume Cotta vee 











TRAP SPECIALISTS 
FRANKLIN - - VIRGINIA 
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POPULAR CHOICE 


I & M Bath Wastes and Overflows are the popu- 
lar choice of master plumbers everywhere, 
for their very quality is assurance of a quality 
job. 











No. 121, Waste and Overflows are adjustable; 
13 inches from center of overflow screw to top of 
waste elbow; 2 inch adjustment on overflow, 
making full 15 inch adjustment on overflow top; 
61% inches from center of tee body to center of 
waste elbow, 3'4 inch adjustment on waste, 


making 7 inch full adjustment on waste elbow. 














Extruded nuts (originated by us) on all our traps 
and overflows, eliminates wiping and makes a 
perfectly tight joint. Quick and easy to install. 













Overflow and Waste strainers are beautifully 
finished in highly polished nickel. 











Specify 1& Mand get the 
best from your jobber. 


The Ireland & Matthews Mfg. Co. 


Manufacturers of Quality Products for over 35 Years 
1500 Beard Ave., Detroit, Mich. 


Representatives: 


R. C. Wilson—5 East 42nd St., New York, N. Y. 
W. D. Armstrong-—-Hotel Morrison, Chicago, III. 

R. Collings--305 Prospect Fourth Bidg., Cleveland, Ohio 
Wm. P. Horn Co.— Rialto Bldg., San Francisco, Cal. 
D. D. Staab—-739 Hale Ave., Edwardsville, Ill. 

P. C. Abbott Co., Richmond, Va. 




















































1%" Tubing—22 and 17 gauge. 





| No. 121 Bath Waste and Overflow 





| P—4 tif 
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Jas. Morrison Brass Manufacturing Co., Toronto. A. | 
Betton, Richard Greene and R. Dobbin. 

J. H. Williams & Co., St. Catherine’s, 
Reacks and John A. MacFarlane. 
W. H. Cunningham & Hill, Ltd. W. H. Cunningham. | 
Chamberlain Desolvo Co., Ltd. J. R. Dulaney, T. H. 
Gunning, L. P. Mayne and A. L. Fredenburgh. 
T. McAvity & Ltd., a 


George Syme. 


Ont. i. ©. 


Sons, Toronto. Hunt and | 


Gunn Son-Ola Co., Ltd., Wingham, Ont. Lon C. Feld- | 
stein. | 

Goderich Organ Co., Goderich, Ont. Charles K. Saun- | 
ders. 


Grinnell Co. of Canada. Cliff Sherman. 


Constructive Program for Texas 


(Continued from Page 48) | 
| 


sociation. It is their aim to have a sewerage system in 
every city and town in Texas, and to build public com- 
fort stations. Mr. Ehlers expressed himself 
being heartily in accord with Engineering's’ 
resolution concerning the pollution of streams. 

H. E. Longley, vice-president of the National Associa- 
tion of Master Plumbers, had made the long trip from 
North Carolina, in order to be present at the Texas meet- 
ing. After his introduction by J. O. Montrief, Ft. Worth, 
Mr. Longley extended the greetings of his home state and 
talked constructive legislation for the plumbing in- 
dustry. Mr. Longley urged that Texas send a strong 
delegation to the national convention after point- 
ing out the advantages the trade enjoys in the National 
Trade Extension Bureau and the trade papers, Mr. Long- 
ley introduced BR. Jos. O'Donnell, Field Representative of 
the Bureau. 

Mr. O’Donnell gave a picture of the 
aims and activities of the Bureau, pointing out the value 
of the “Ask 'Em to Buy’’ campaign and calling atten- 
tion to the fact that the Bureau was ready at all times 
to take up questions referred to it by master plumbers 
all the Mr. O’Donnell’s talk, 
lunch was served and the results of the golf tournament 
were announced. 

First prize, a golf 
Antonio. Second prize, a golf M. Dis- 
mukes, Port Wednesday taken 
up by a business meeting, during which the resolutions 
described at the opening of 
No changes were made in either the officers or the direc- | 
tors, 


also as 


“Domestic 


on 


and, 


very complete 


over country. Following 


bag, went to Harry White, San 


went to C. 
afternoon 


club, 
Arthur. was 


this report were passed. 
who remain as follows: 

President, R. G. San Antonio; vice-presi- 
dent, J. E. Fisher, treasurer, N. S. Hill, Wato; 


secretary, A. J. Monier, San Antonio. The directors are: 


Thomas, 
Houston; 





| 


4| 


4 | 





Lee Rogerson, Benjamin W. Warren, D. D. Robb, R. C. Malitz, | 


Jr., F. N. Logan, and W. E. Jameson, all of Houston, Texas | 
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Reasons Why 


McDonnell & Miller Duplex 
Water Feeders should be used 
on oil fired boilers. 

















Because : 


1. It's easy to forget the water 
line when you dont have to 
stoke the fire. The McDonnell 
& Miller Duplex Water leeder 
eliminates the manual control 
of water supply. 


2. The supply valve provides 
proper make-up water and the 
overflow valve prevents flooding 
of the boiler when excess con- 
densate is returned from the 
system. 


3. It absolutely protects the 
boiler against the dangers of 
low water—burned boilers and 
cracked sections 


Write for Bulletin W-1. 
MS DonnELL & MILLER 


\ 


WATER 
FEEDER 


WRIGLEY 
BUILDING 


CHICAGO 
ILLINOIS 


‘DOING ONE THING WELT. 








DOMESTIC ENGINEERING 


STILLSON*, like Wal- 
worth, is a trade mark 
and registered by its 
owner —— the Walworth 
Manufacturing Com- 
pany in the U. S. 
Patent Office, in the 
several states and in 
foreign countries. 


means “A Mighty Good Wrench” 


Dan Stillson’s own mark is the mark of Walworth. It 
always has been since 1869 when Dan twisted off a 114- 
inch iron pipe to show Mr. C. C. Walworth what his 
new pipe wrench could do. 


Every Stillson wrench that Walworth makes has this 
mark drop-forged on the top jaw. It means a mighty 
good wrench—one that has power in its bite, and the 
strength of toughened steel behind it. When you want 
a wrench that will last, make sure it carries the 
STILLSON trade-mark. 


WALWORTH MANUFACTURING CO., Boston, Mass. 

Buffalo Chtcago ¢ te celand Erte Gaago w Kewanee, Ill. London New York 

Philadelphta Portland, Ore attle San Francisco Youngstown 
Planis at Bosto yn and Kewanee. 


Walworth International Co., New York, Foreign Representative 


ALWORTH 


STILLSON 





Mention Domestic ENGINEERING when writing advertisers. 





May 2 

















GaGaGYrYVNe OE — 











May 2, 1925 DOMESTIC ENGINEERING 


“JUDELMAR” 


Basin Fixture 


L. Benning, Dallas; J. Netzer, Laredo; J. F. Madden, 
ierman; W. E. Bush, Lubbock. 
San Antonio was selected as the next convention city. 


SALES REPRESENTATIVES PRESENT 
HE following sales representatives were in attend- 
fe H. L. Sigler, Wolverine Brass Works; C. J. 
lowe, Atlas Supply Co.; J. L. Keefe, C. M. Fairchild, 








Mexsdames H. Wharton, F. Geyer, J. Gulledge, A. J. Monier, 


J. B. Hudson and R. G. Thomas, all of San Antonio, Texas | 


(. A. Poyner, J. A. Himmel, W. L. Frazier, Jas. Crowder, 
all of The Hoffmann Heater Co.; Dan Craven, J. A. Sex- 
auer Manufacturing Co.; L. Stack, Wolf Manufacturing 
Corporation; A. E. Witty, representative for the C. F. 
Church Mfg. Co. and the Josam Mfg. Co.; H. I. Warden, 


Wolf Manufacturing Corporation; H. J. Lyons, T. P. | 


Montgomery, Lyon Heater Co.; W. A. Scarborough, Wil- 


liams Oil-O-Matiec Heating Corporation; C. A. Maine, | 


Robbins, Gamwell & Co.; J. A. Ferris, Woodward-Wanger 
Co.; C. O. Singleton, N. O. Nelson Manufacturing Co.; 
W. J. Lantz, W. A. Boatman, Duro Pump Co.; Carl D. 
Wenstrup, Eagle-Picher Lead Co., and W. H. Blair, Stand- 
ard Sanitary Manufacturing Co. 


SALT LAKE CAMPAIGN UNDER WAY 





The collective advertising campaign of the Salt Lake 
City, Utah, Sanitary and Heating Engineers Association 
opened on April 20 with the publication of a three-column 
advertisement guaranteeing the work and materials in- 
stalled by members of that organization and stressing 
the necessity of high class workmanship and fixtures. 
The names of the thirty firms comprising the Association 
were published. 

A one, two or three-column advertisement will be pub- 
lished each week for the next six months in the Salt 
Lake Tribune, according to present plans. Fred F. 
Lecuyer, a member of the board of governors, is in charge 
of the campaign. 

Sabinal, Texas, plans the construction of a school build- 
ing of brick, hollow tile and stucco construction, to cost 
about $50,000. 

A Masonic Temple costing approximately $50,000 will 
be built in Lockhart, Texas. Ralph H. Cameron, City 
National Bank Building, is the architect. 

A grammar school, to cost $60,000 will be built in 
Donna, Texas. Eiwing & Mulhausen, of Harlingen, are 
the architects. 

Plans are being prepared in Wichita Falls, Texas, for 
the construction of a store and office building to cost 
approximately $400,000. The general contract has been 
awarded to Westlake Construction Company, Railway Ex- 
change Building, St. Louis, Mo. 

A new municipal swimming pool for colored people is 
to be constructed in Terre Haute, Ind. 





Temperate water-fixture for 
less money than the old way 
of buying a pair of faucets 
and separate pop up waste. 


JUDELMAR made with re- 
newable seat valves and non- 
rising stems. 


Milwaukee Flush Valve Co. 
MILWAUKEE, WIS. 
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BOILER RATINGS 


Novelty Boiler Selection Plan 














1847 rq LAST you can buy a boiler and know 
what you are getting! All the uncer- 

tainties that have upset the calculations of 

architects, heating engineers and heating con- 

tractors in the past twenty years are removed. 


The Novelty Boiler Selection Plan is a scien- 
tific method of determining the exact size 
boiler required under given conditions. It is 
as simple as it is sure. 


OVELTY. 


BOILERS 





No need to remind you of the increasing confusion 
caused by the irregularities of present boiler ratings. 
Without any uniform standard or any safe means of 
comparison, manufacturers can fix arbitrary figures that 
are actually misleading. So how can anyone estimate 
boiler capacity with any accuracy? 


Many of you are aware that this absence of any 
| standard of comparison makes it possible for unscrupulous 
: a 4 ( manufacturers to charge exorbitant prices by rating their 
: boilers far in excess of their true capacity. 


Nout Ay 1 
We To bring order out of this chaos, the Abram Cox 
Hin Stove Company, manufacturers of Novelty Boilers and 


a 


Tt fi! 
al ay } 
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ABANDONED / 





Eliminates all guess 


one of the pioneer boiler makers of the country, 
evolved the Novelty Boiler Selection Plan. 
Everyone who has seen the plan is enthusiastic 
over its simplicity and accuracy and wonders why 
it was not thought of before. 


Briefly, this plan is based on selecting a boiler 
by the dimensions of the flue. Complete tables, 
carefully compiled, show that by using a Novelty 
Boiler of a given size with a flue of a given size, 
all the other factors that enter into the selection of 
a steam or hot water heating boiler are automati- 
cally correct. Proper balance of boiler and flue 
insures perfect co-ordination all along the line. 


Send for the new Novelty Handbook. It will 
show you in convincing detail how effectually this 
method operates, and it will enable you to select 
quickly the exact boiler you need for any building. 
No calculations on your part are necessary. It is 
all worked out for you in tables that represent the 
labor of months. 


Address Dept. D-5 at the nearest office 


ABRAM COX STOVE COMPANY 


Established 1847 
American and Dauphin Sts., Philadelphia 


NEW YORK OFFICE CHICAGO OFFICE 
113 E, 34th Street 736 W. Monroe Street 


Manufacturers of heating boilers for 37 years 


‘ 
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-~ work 


1925 


Write for this Booklet 
—it’s FREE! 
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Ohe MERAE & ROBERTS CO.., 


DETROIT , MICHIGAN == 
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Soil Pipe and 
Fittings 


Are mechanically correct 
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Louisiana-Mississipp1 Asso- 
ciation Meets 


(Continued from Page 41) 


they may not please every one, they are meant for the 
betterment of the business and ought to be followed out 
Mr. Vogelpohl then reviewed the work of the com: 
tees which are doing such good work for the national 
association The Apprenticeship Committee, which is 
one of the greatest importance. Direct the apprent 
he urged, so that when he becomes a master plumber 
he will be a credit to the industry, the man who trained 
him, and a producer. Mr. Vogelpohl reviewed the pro 


| visions of the Smith-Hughes act, and the efforts of the 


National Trade Extension Bureau to solve the problen 
of apprentices 

He spoke of the Conference Committee which is do 
ing so much good in the direction of better relationship 
between the master plumber and the manufacturer It 
is Mr. Vogelpohl’s conviction that the master ought to 
be protected in cases where an installation is made and 
the material turns out to be defective. He pointed to 
the need for educating the man who says he has no 
overhead, and the efforts of the Educational Committee 
along these lines. The man who does not keep his over 
head in mind, said Mr. Vogelpohl, is a drag on the trade 

He also touched on the “Bath a Day” campaign and 
explained its usefulness in educating the public to have 
better tubs and fixtures. Following this he spoke of 
the efforts of the Standardization Committee and told 
of the cities and towns, only a few miles apart, which 
have such widely different ordinances. He urged the 
masters to get behind the 20 Basic Principles as laid 


down by the Hoover committee. 


Mr. Vogelpohl was followed by B. Jos. O’Donnell, field 
representative of the National Trade Extension Bureau 
who outlined the activities of the Bureau and discussed 
at length the many things it has created for the benefit 
of the master plumber. Mr. O'Donnell told of the ad 
vantage of securing the co-operation of state health 
officers and doctors, who ought to appreciate the posi 
tion of the master plumber and his work of sanitation 
Have a representative, he said, in civic clubs, to build 
up a better atmosphere around the plumber. 

National Vice-President Longley was then called upon 


| to,take the floor and he delivered a short address on 


supporting the officers of the association and carrying 
the message of President Vogelpohl into the communi 
ties represented. He urged the masters to work together 
to build a foundation of good business, honesty and 
fair dealing. He spoke of the Code of Ethics which will 
come up before the national convention and urged th: 
masters to live up to all that it implies. 

Mr. Longley called attention to the bill passed in North 
Carolina which provides that the plumbing on all con 
struction work over $10,000 in value must be separated 
from the general contract. He told how the North 
Carolina Association, in its advertising, points out th: 
fact that it will back up and guarantee the work done 
by any member of the association. 


THE NEW OFFICERS 

FTYNHE following officers were then elected: President 
I H. Schwan, Biloxi; vice-president, Frank Tweedy 
New Orleans; treasurer, L. C. DeLeon, New Orleans \ 
secretary is to be appointed by the president. The fol 
lowing men were elected as delegates to the nationa! 
convention: Alonzo Hayden, Pass Christian, Miss., an 
Paul Escudier The board of directors will be co: 
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Manufactured under license from ‘“‘Hawks’’ Patent 
No. 1,245,228 of November 6, 1917. 













All with GALVANIZED MALLEABLE TEE Threaded on 
sides 1x34, 34x34 or 34x14. Suitable for any size, style or make 
Boiler — Male end of Tee for screwing into Range Boiler has 
proper taper to take care of slight variations in tappings on . 
Boilers and will always make up tight. 


The Eastern Foundry Company 


Boyertown, Pa. 























Philadelphia Office Boston Office New York Office 
940 Drexel Building 432 Rice Building 50 Church Street 
PACIFIC COAST: 
623 Larkin Street 1427 L. C. Smith Building 58 East First Street 324 North San Pedro Street 
San Francisco, Calif. Seattle, Wash. Salt Lake City, Utah Los Angeles, Calif. 
| ——————— = ——o — 
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Beware of Imitations/, 


These PATENTED Lugs 
Prevent the 
Bending of Small Pipe 


Like the original Vise, this later improvement 
was patented by Williams. Also like the Vise, 
itself, this feature is being imitated. 


But, since no other manufacturer has the right 
to use it, purchasers desiring to avoid infringe- 
ment are advised to accept only 


The Genuine 
Williams’ “Vulcan” 
Chain Pipe Vises, 

Nos. 1 and 2 


The lugs eliminate the otherwise in- 
evitable bending of small pipe under 
strain of the chain. They bridge the 
gap between the jaws and support 
the pipe rigidly. 


Be sure your Vise is a Genuine Wil- 
liams’ ‘‘Vulcan’’—not an imitation or 
infringement that cannot be con- 
tinued. Literature? 


J. H. WILLIAMS & CO. 


‘*The Drop-Forging People"’ 
New York BUFFALO Chicago 





CHAIN PIPE VISE 


Mention Domestic ENGINEERING when writing advertisers 
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posed of: Jas. Manning, Bogalusa, La.; A. E. Fisher, focfocfocfocfoctocfoctocioctocivotesiveteeeetoeooinslooioatonioareeioetoeioereeyseteetonieetoniwetenioes 
Jackson, Miss.; C. D. Hill, Laurel, Miss.; Paul Escudier, ot 
Lafayette, La. Pa 
The convention was wound up with a boat trip to ie 
Ship Island. t 
TRADE REPRESENTATIVES Ky TO | LET ve EATS 
Jes following sales representatives were present : ‘ 
P. J. Murphy and C. P. Harper, Pittsburg Water ai - 
Heater Co., New Orleans; J. V. Stiefvater, Plumbing < We believe the VAN ARNAM . 
& Heating Supply Co., New Orleans; F. M. Wilcos, Josam 4. Toilet Seat to be the finest Wood 
Manufacturing Co., Atlanta, Ga.; J. A. MeIntosh, Ameri- | Seat made. ¥d 
can Automatic Water Heater Co., New Orleans; Chas bd It is the result of 25 years of inten- 
R. Stines, Thos. Maddock’s Sons Co., Atlanta, Ga.; R. R. | < one effort pe alaies a a oan 
Hamilton, Hamilton Bros., Gulfport, Miss.; E. A. Appel- - which will be above criticiem. 


hof, H. O. Dummett and Walter I. Vallett, EverHot 
Heater Co., Detroit, Mich.; Frank Smith, Standard Sani- 
tary Mfg. Co., New Orleans; J. Slimpkins and J. J. Daley, 
Kruelbe Co., New Orleans; A. Marks, Humphrey Co., 
New Orleans, La., and Hayden Meyers. 

The convention was made possible by the co-opera- 
tion of the following firms: Crane Co., Kruebbe Co., 
Standard Sanitary Mfg. Co., Humphrey Co., Pittsburg 
Water Heater Co., J. A. McIntosh, North Rampart Sup- 
ply Co., Veith Supply Co., Dixie Mill Supply Co., Go-Ro, 
John Maliner, Hoffman Heater Co. 


Yet it costs no more than any 
other good seat. 








VAN ARNAM 
MFG. CO. 


Fort Wayne, Ind. 





NEW YORK CHAPTER OF A. 8S. H. & V. E. ENDS 
SEASON 
The final business meeting of the New York Chapter 
of the American Society of Heating and Ventilating 
Engineers for the year 1924-1925 took place Monday 
evening, April 20, at the Building Trades Employers’ 





iosfoviooioriociociocfoeioctootooloeioeiosootoohoeioeioniootootocioeioetoetoetoetooioetooser 
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Club, 34 West Thirty-third street, New York City. See PR EPPO Fee eee ae ee ee 





President Wm. J. Olvany, after opening the meeting, 
gave his report, which was accepted, and then asked 
F. R. Still and J. A. Donnelly; whom he appointed as SRSRRRRRHR EH Me, ae eae 
tellers of the ballots, which had previously been taken ——~ 
by mail, to retire in order to ascertain the results of the 
election. 

The secretary’s report was next called for and given. 
It brought out the fact that the New York Chapter now 
numbers 231 members, and also that the average attend- 
ance of meetings throughout the year has been about 90. 

The treasurer’s report, which was given in detail, 
showed that the chapter is in good financial condition. 

The president then announced that the next afd final 
meeting, which will be purely a social function and at 
which no business will be transacted, will be held on 
May 18, and that he had appointed a committee com- 
prising Alfred Engle, G. G. Schmidt, G. A. Dornheim, 
Arthur Ritter and Wm. H. McKeever, to arrange the 
details. ' 

F. C. Houghten, secretary of the Society, was called 


upon to outline the semi-annual meeting which is to be The BLAUVELT S. A. FAUCET 


held at Atlantic City, N. J.. June 15,16 and17. Although 


This Faucet and 
many other plumb 
ing fittings manu- 
factured by the F. N 
Du Bois Co. are on 
permanent display 
at the Architects 
Samples Corpora- 
tion, 101 Park Ave., 
New York 





This faucet is so designed Blauvelt faucets, the action 
t ete ave ret been arranged, Mr. oughten | sins 
ill details have not yet been arranged ir. H ught n | ond contmentes that the ot tn atin. in Gee Ss: A. 
was able to inform the members that plans are being water, when turned on, type, is non-rotating, and 


perfected by joint committees from the New York and causes a —— action the washer is composed of 
Philadelphia chapters, which will include a reception and | which prevents the water 

r dis rising to the handle level 
dance on Monday evening, a golf tournament on Tues- 


and being forced out 
day, and a trip to an amusement park on Tuesday eve- | around the spindle. 


a specially long-wearing 
compound. 


This faucet is made in com 


ning. , , 238i and also self-clos- 
P ‘ : 7a Packing is, therefore, un- pression and also se . 
President Olvany augmented the information given by pcr in the Minavelt ing types for lavatory and 
Mr. Houghten by stating that two committees have been | S. A. Faucet. As in other sink installation. 
appointed from the New York chapter, one to handle | THE F. N. DUBOIS COMPANY 
the entertainment and the other the financial end of the | INCORPORATED NEW YORK 
summer meeting. The entertainment committee consists 243-247 Ninth Avenue —_ 


of the following gentlemen: G. G. Schmidt, Alfred 
Engle, Arthur Ritter, J. A. Donnelly and Perry West, 
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THE INCOMPARABLE 


’ 
PATENTED 





The Shower That Is Giving Con- 
tinuous Satisfactory Service in 
the Largest Shower Installations 
in the World. 








N. C. 1580 
A Shower, Bath Supply and Waste 


Fixture for installation in connection 
with the Built-in Bath Tub. The in- 


stallation for Residence or Apartment. 


THE NIEDECKEN MIXER is the supply 
control, note the ease of accessibility. 





Dial removed. The only Cover removed, giving ac- 

oT pete take the cess to valve discs and 
-=R apart is a screw- 

driver. seats. 





Replacing valve seats 


The few parts subject to wear can be readily replaced 
even after years of use, making THE NIEDECKEN 
MIXER Everlasting. 


Write for Bulletin D. 10-X 


HOFFMANN & BILLINGS MFG.Co. 


mit wau nK Ss. A. 
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while G. A. Dornheim, F. E. W. Beebe, T. J. Watters 
and J. A. Donnelly will handle the financial details. 

Members were particularly exhorted by the president 
to give all assistance possible to these committees, in 
order to insure a successful Atlantic City meeting, a 
which a large attendance is expected. 

The tellers were next requested to announce the re 
sults of the election. A. A. Adler, formerly vice-presi 
dent, will replace Wm. J. Olvany as president. R. H 
Carpenter will fill the post vacated by Mr. Adler, and 
Edw. B. Johnson and F. E. W. Beebe were re-elected 
as secretary and treasurer, respectively. The new board 
of governors will consist of Wm. J. Olvany, retiring pres 
ident, Thos. J. O'Donnell and H. P. Kahn. 

After speeches of thanks by the new officers, the re 
tiring president turned over the meeting to President 
Adler, who introduced the speaker of the evening, N. A 
Hollister, of the Drying Systems, Inc., of Chicago. Mr 
Hollister’s talk on the subject of the drying of paper 
and the subsequent disposal of the hot water-laden air 
incident thereto, which was illustrated with slides, was 
received with great interest and attention by the members 
of the chapter and gave rise to a spirited discussion and 
considerable expression of opinion. He was called upon 
to answer several questions, and it is evident that the 
subject under discussion is of much interest to various 
members of the New York chapter. 

Just before the close of the meeting, Mr. Olvany an 
nounced that the American Institute of Architects have 
issued an invitation to members of the chapter to attend 
a meeting to be held the first week in May, thereby re 
turning the courtesy extended by the Heating and Ven 
tilating Engineers in inviting the architects to their 
March meeting. 


Obituary 


EK. W. Newman 
E. W. Newman, of Kieley & Mueller, Inc., 34 West 


| Thirteenth street, New York City, died at his home in 


| Saturday, April 18, in his 
| 55th year. He was a native 


| in that city at the same loca- 


| highly esteemed member of 


| pendent Order of Foresters, 
| Maccabees, Woodmen of the 


that city April 11. Mr. Newman had been associated 
with this firm for ten years, part of which he served as 
manager. 
; Daniel P. Mullen 
Daniel P. Mullen, a member of the Mullen Bros. Plumb- 
ing Co., Dubuque, Iowa, died 
at his home in that city on 


of Dubuque, and had con- 
ducted a plumbing business 


tion, 1036 Main street, since 
1893. Mr. Mullen was a 


the Dubuque Master Plumb- 
ers’ Association, and he was 
affiliated with several frater- 
nal organizations, the Inde- 





| World and the Eagles. An 


Daniel P. Mullen 


honorary delegation from the 
Master Plumbers’ Association attended his funeral, as 
did many members of the fraternal organizations of 


| which he was a member. His widow, three sisters and 
| three brothers survive him. 
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Bath a Day Helps June 
Inexpensive advertising special- . 
ties to keep the movement live 15 
Bath a Day Stickers 
45c¢ per thousand the 
Put them on every letter and envelope 66 B th 
Bath a Day Signs-——toc each ad 
For transfer on windows, 
glass doors, windshields, etc. d 
Bath a Day Posters— toc each Day 7? 
12 inches in diameter. To hang ~ 


in windows or paste on trucks Month 


You Can Order by Mail 











Give this lad 
a copy of the 


“STORY OF THE BATH” 





He’ll take your message of good 

health through frequent bathing 

into homes where your regular 
advertising never goes. 


'* 
se 


PS 


E’S reading ‘“‘The Story of the Bath’ now in the schools of over 100 cities, where progressive 
masters have realized what a valuable asset it is to interest him in the gospel of health 
through frequent bathing. He's talking about it to his parents in those hundred-odd cities. 
He’s bringing ‘‘The Story of the Bath’ home for them to read. His teacher is ‘‘quizzing’’ him 
from the Outline Study furnished free, to see that he is getting full value out of ‘‘The Story.” 
Write and we will tell you how to interest your school authorities. 


a 
~ 


Promise to Read ‘‘The Story of the Bath’’ and a Free Copy Will Be Sent You 


DOMESTIC ENGINEERING 
1900 Prairie Avenue : CHICAGO, ILLINOIS 











70 DOMESTIC ENGINEERING May 2, 1925 


Two New 
TRUCKS 


that set a 
New Standard 





GMC again has provided a new measure of motor 
truck quality with the new 1 ton and 114 ton models. 


Not only do these trucks embody the well known 
GMC principles of design, but they provide further 
refinements in construction and arrangement which 
are revealed in more power, more speed, more safe- 
ty, more comfort for the driver, and easier and 
quicker adjustment or replacement of wearing parts. 


New and more powerful engines, mechanical four- 
wheel brakes, new type rear axles with banjo housing, 
new transmissions, new design radiators and hoods, 
new and easier steering gears, magneto ignition, cord 
tires, electric starting and lighting. 


These are among the many improvements found in 
the new GMC models—improvements which estab- 
lish their quality as second to none among motor 
trucks of their capacities. 


GENERAL MOTORS TRUCK COMPANY 


Division of General Motors Corporation 


PONTIAC, MICHIGAN 


Trucks and Tractor Trucks from 1 to 15 Tons Capacity 


; General Motors Trucks 
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BALTIMORE BETTER HOMES EXPOSITION 


The 5th Regiment Armory, Baltimore, Md., was the | 


ene of the annual Better Homes and Building Expo- 
ition, held in that city the week of April 18 to 25. 
‘hrongs of people crowded through the armory day and 
ight examining and looking at the various articles on 
exhibit. 

Quite a few manufacturers of plumbing and heating 
equipment took advantage of the opportunity to display 
their products to the public. Those exhibiting in our field 
vere as follows: 

Abram Cox Stove Co., Philadelphia, under the super- 
vision of V. E. Seemwalt, their Baltimore representa- 
tive. 

A. Weiskittel & Son, Baltimore, had an unusually at- 
tractive booth. 

Standard Heater Co., Williamsport, Pa., showing boil- 
ers. 

Republic Boiler & Radiator Co., Baltimore, Md. 

S. B. Sexton Stove & Mfg. Co., Baltimore, Md. 

Union Radiator Co., Johnstown, Pa. 

Weil-McLain Co., Chicago. 

Approved Appliance Co., Baltimore, showing heat reg- 
ulators and water heaters. 

W. W. Penn Co., Baltimore, exhibiting gasteam radi- 
ators. 

Pryant Heater Mfg. Co., Cleveland, Ohio. 

Kleen Heat Co., Chicago. 

Lalor Fuel Oil Systems Co., Baitimore. 

Fairbanks, Morse & Co., Chicago. 

Delco Light Products, Dayton, Ohio. 

Duro Pump & Mfg. Co., Dayton, Ohio. 

Art Metal Radiator Cover Co., Chicago. 

National Electric Mfg. Co., Pittsburgh. 

L. J. Mueller Furnace Co., Milwaukee, Wis. 

May Oil Burner Co., New York City. 

Hart Oil Burner Co., Peoria, Ill. 

Williams Oil-O-Matic Heating Corporation, Blooming- 
ton, Ill. 

W. H. Williams Heating Co., Baltimore, Md. 


THE “BUY A HOME” SHOW IN NEWARK 





The “‘Buy a Home” show, held at Newark, N. J., dur- 
ing the week of April 18 to April 25, carried many dis- 
plays of great interest to home owners, and a great deal 
of this interest centered about the booths devoted to 
plumbing and heating goods. 

Thatcher Company, of Newark, N. J., displayed vari- 
ous types and sizes of their boilers, furnaces and gas 





° a | 
- | 





‘ h 
AAMC CAN Home 
KNOWS 


[voy Soap 
bw 











me gate he 
Aederwes 


© 





Window display of Savage & Son, Reno, Nev., which won 
the first prize in a recent contest conducted by Procter & 
Gamble Co., Cincinnati, Ohio 
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nt Mo 
J Reserve Stock 


we CRPINARILY there are 
odd sections left over after 

a radiation job is completed. 

With the old types of radia- 

tors, these sections were dead 

stock, which took up valuable 

storage space for an indefinite 

time until another job came 

up in which the exact style 

and size of sections were used. 


When Aeros are involved, the 
sections are active reserve 
stock. The simplified line 
assures that they can soon be 
utilized. 


Aero saves wastage and ware- 
housing charges. ‘These fea- 
tures inaddition to the beauty, 
ease of cleaning, efficiency, 
simplified line, and the fact 
that the cost is the same as 
standard radiation, make the 
list of virtues of these radia- 
tors a long and ynposing one. 
And each virtue means easiet 
sales—-more satisfied custom- 
ers-~-larger profits. 








ih Beauty and Warmth |] 
ae _ 


Nationar Rapiator Company 
JOHNSTOWN, PA. 


PLANTS: Johnstown, Pa., New Castle, Pa., Trenton, N. J. 
BRANCH OFFICES: New York, Philadelphia, Baltimore, 
Washington, Richmond, Pittsburgh, 
Cincinnati, Cleveland and Chicago. 
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The POWERS Shower Mixer is 
the mixer that the public has long 
been asking the plumber to supply. 
You can safely put it in on trial. If 
it doesn’t suit, we will take it back. 


Most of the unsatisfactory service 
of Shower Mixers is caused by varia- 
tions of pressure in the supply lines. 


That’s where the POWERS Mixer 
gets in its fine work. When pressure 
changes occur, its EQUALIZING 
VALVE prevents changes of tem- 
perature of the water by balancing 
the variations in pressure. When 
pressure on cold water line falls, 
pressure on hot water line is instantly 
cut down to correspond. 


We have a booklet of practical 
value to every plumber. It tells 
more than we can tell here about 
this really new type of shower con- 
troller. Send for a copy and read it 

for the profit-making ideas it will 
give you. 


THE POWERS REGULATOR Co. 
34 years of specialization in temperature control 
2716 Greenview Ave., Chicago 


NEW YORK - FORONTO - And 30 Other Offices 


az A A A AB BA AB BB BS BS BS SB 


BOSTON - 


a A BBA BEB B.A. BB BSE. BAB BBA BB GH 


] 


aA RA BBW. BSB. BSB. ABW. AB. BWA. BA BA BA AB BB EB B BR AB BW 





A 


! 
COLD WATER INLET 


1 
HOT WATER INLET 
Cut-away view of Pressure Equalizing Valve used 


only in the Powers Shower Mixer 
(3091 
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ranges. Gas ranges formed the exhibit of the Stove Mfg 
Corporation, of Newark H. K. Barrett & Co. exhibited 
water heaters and gas ranges Gas ranges were also 


displayed in the booths of Birkenmeier & Kuhn Co. and 
Maier-Rich Co 
Enameled 


various 


attention at various booths 
Arcola heaters 
which exhibited by Time-O-Stat 
distributors, of East Orange, N. J., who also showed an 
for remote control of gas water heaters, manu 
Corporation, of Milwaukee 


recelyve a 


ware 


other products, such as 


besides 


ind oil burners were 


appliance 


factured by the Time-O-Stat 


WESTCHESTER COUNTY MASTER PLUMBERS’ 
ANNUAL BALL 


Friday evening, April 24, marked a gala occasion in 
New Rochelle, N. Y¥., when the Westchester County Mas 
t Piumbers’ and Steamfitters’ Association held its an 
nual ball and dispensed happiness and good cheer with 
both hands to its many members and guests. 

Master plumbers from all sections of Westchester, to 
gether with their friends, began to arrive at an early 
hour, to be sure to get in on the fun and to have time 
to chat with old friends and meet some new ones, be 
fore enjoying a well-rendered dance program by E. A 
Gisin’s orchestra. 

President A. H. Karl and his daughter were at the 
door to welcome all comers as they came in, and this 
alone created an atmosphere of good fellowship, which 
the remainder of the evening only served to increase. 

Paper hats for everyone, and tasteful decorations, 
helped along the impression of a care-free and jolly 

| affair, and when, at a late hour, the merrymakers de 
| parted for their respective homes, each carried with him 
| the decided conviction that the Westchester Association 


“knows how.” 

The committee whose zeal was largely responsible for 
success of the evening consisted of Louis Young, who 

Martin Conklin, Ralph Guion, Harry 
Noonan 


the 
icted as chairman, 


Schneider and Thos 


PROCTER & GAMBLE AWARD PRIZES TO PLUMBERS 


The Procter & Gamble Co., of Cincinnati, Ohio, has 
awarded the prizes for its recent contest for the best 
window display in the plumbing trade. Savage & Son, 


of Reno, Nev., won the first prize; The Orr Plumbing Co., 


Sioux City, Iowa, second; Stevenson & Stahley, of Fargo, 





The window display of Stevenson & Stahley, of Fargo, N. Dak., 
which won the third prize in Procter & Gamble Co.'s window 
display contest 


bit 
campaign 


N 


on 


The 
with the 


of co-operation 
going 


contest Was a 
Bath-a-Day 


Dak., third. 
their part 
all over the country. 


on 
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FAIRBANKS-MORSE HOME WATER PLANTS 


3 things 


Your Customers Want to Know 











ge About H ome 


Is the quality right? Is 
the price reasonable? Will 


the plant fit my require- 
ments? 





Answer these questions 
to the satisfaction of your 


customers and the sale is 
yours. 


In these three respects 
the Fairbanks-Morse line 
of home water plants stands 
out prominently. 





200-gallons per hour 
electric plant 


“It’s Automatic”’ 


Water Plants 


These low prices are made 
possible by our large pro 
duction and the consequent 
reduction of manufacturing 
costs. 

And the line is complete. 
There are electric and en 
gine driven plants for draw 
ing water from any source 
cistern, lake, stream, shallow 
well or deep well. Capaci 
ties range from 120 gallons 


Over a period of more than half a 
century, Fairbanks, Morse & Co. has 
built a reputation for careful, thorough 


per hour to 5000 gallons. 


In every respect, the Fairbanks 


Morse line of home water plants offers 


and mechanically correct workman- 
ship. The design and construction of 
Fairbanks-Morse Home Water Plants 
represent real engineering ability and 
manufacturing skill. 


you greater opportunities for sales and 
greater assurances of profits. 


Let us send you our latest literature, 
including Home Water Service Library 
which covers the subject of 











water 
The prices speak for themselves. under pressure. 
120 galions per hour capacity pump, 60 200 gallons per hour capacity pump, 60 
cycle motor, 8 gallon galvanized tank, cycle motor, 35 gallon galvanized tank 
complete $84.75 list complete $1 1 5.00 list 
Above prices are cash f. 0. b. factory. Also larger sizes, 
for engine or electric drive, correspondingly low priced. 
FAIRBANKS, MORSE & CO. 
Branches and service atations covering every state in the Union 
fs ae 
— 
3 a 
Manufacturers Chicago, U. S.A. nner" 5 \ 
a 2 # OO” at .8.* ils \ 
ots picae’’ deta 
- 4 Fairb™™ “' ash us 5 comPle sis ans ‘ 
e n 
Fairbanks- Morse Producta—‘Every Line a Leader’ $§ 900 test erat ositi = \ 
1 send Mjealer Pe Plants ‘ 
' Shclee Home \ 
Pinthisto ' 
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FTER years of hard service, 
Canfield Rubber Products are : 
as good as the day they were in- 
stalled. This long service life is due 
to correct design, excellent work- 
manship, and the best raw materials 
money can buy. 


The Diamond Canfield Trade Mark 

never goes on a piece of rubber until 

the Diamond Canfield Quality is ome 
there — 


We sell to manufacturers and jobbers only. 


The H. O. Canfield Co. 


Bridgeport -:- Connecticut call 
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CONNECTICUT ASSOCIATION ANNOUNCES 
CONVENTION 

The Connecticut Association of Master Plumbers will 
hold its thirty-fifth annual convention May 12 and 13 
in the Dorfscht Hall, 270 Crown street, New Haven, 
Conn. An outstanding feature of this meeting will be 
the introduction of ladies to the convention, the first 
they have ever attended. 





A. S. H. & V. E. SUMMER MEETING PLANS NEAR 
COMPLETION 


Details of the summer meeting of the American Soci- 
ety of Heating & Ventilating Engineers at the Hotel 
Traymore, Atlantic City, N. J., June 15, 16 and 17, are 
fast nearing completion. C. V. Haynes has been selected 
to act as general chairman and is assisted by R. C, 
Bolsinger, chairman of the Philadelphia sub-committee, 
and Wm. J. Olvany, chairman of the New York sub-com- 
mittee. Mr. Bolsinger will supervise hotel and reserva- 
tion work, while Mr. Olvany will be in charge of finance, 
publicity and transportation. 





NORTH HUDSON, N. J., AUXILIARY ATTENDS SOCIAL 

A large delegation from the Ladies’ Auxiliary of the 
North Hudson, N. J., Master Plumbers’ Association at- 
tended a hat social tendered by the Jersey City, N. J., 
Association Auxiliary on April 21. After dancing, games 
and refreshments had been enjoyed, Mrs. Chas. Zim- 
merman, state president; Mrs. G. Steller, president of 
the North Hudson Auxiliary; Mrs. J. J. Corcoran, state 
vice-president, and J. T. Edge, vice-president of the 
Jersey City Master Plumbers’ Association, addressed the 
members and guests. 

The ladies of the Jersey City Auxiliary extend a hearty 
invitation to all ladies of the state to attend the state 
convention, which is soon to be held in Jersey City. 

Work has been started on fifteen small houses at the 
tourist camp, 107-111 Jones avenue, San Antonio, Texas. 
As soon as these are completed fifteen more houses will 
be erected. 

A school building is to be built at Calliham, Texas. 
Plans will be completed about May 20. H. T. Phelps is 
the architect. 

Plans are being prepared for the erection of a Women's 
Building, Southwestern University, Georgetown, Texas. 
The building will be of brick, stone and reinforced con- 
crete, and will contain three stories. The approximate 
cost will be $225,000. C. B. Sehoeppl & Company, 319 
Humble building, Houston, are the architects. 

A Boy Scouts Training Center will be erected at Broad- 
way and Post avenue, San Antonio, Texas. It will be 
valued at $35,000. Harvey P. Smith is the architect. 





Window display of the Orr Plumbing Co., Sioux City, Lowa, 











which won the second prize in Procter & Gamble Co.’s window | 


display contest 


~ 








More Efficient 
More Economical 
More Reliable 
More Durable 


More Compact 


More Powerful 
More Accessible 


More Salable 


IMPROVED 


New Model ‘‘R’’ 
Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Every time you are asked to estimate 
on a new plumbing job, add the 
following paragraph: 


I recommend the installation of a 
PENBERTHY AUTOMATIC 
CELLAR DRAINER. This device 
will insure you against the annoyance 
and expense of a flooded basement 
It takes up but little space, uses the 
regular city water pressure for power 
and requires no attention or mainte 
nance. The price for the proper size 
i, your building, installed complete, 
Sree 


You'll be surprised at the extra busi 
ness you ean create by this simple 
method. 


Your jobber can supply you 


Penberthy Injector Co. 
Established 1866 
1244 Holden Ave., Detroit, Mich. 


Canadian Plant, Windeor, Ont 





firs! 











Use It Yourself— 


Shoulder Stop 
limiting lift of 
Stem 


Smooth surfaces 
No sharp corners’ 
Combined packing 
gland and spring 


guide 


and you will 
strongly urge you to sell and install the Ryco. 


Use will quickly demonstrate the many ad 
vantages of the Ryco, and why it gives so much 
genuine satisfaction in service. 


Use it yourself, and you will know that you 
make no mistake on the Ryco. 


1383 COJJ, JJ RYAN & CO. 1925 


Monroe and Jefferson Sts. CHICAGO 











a 


readily understand why we so 









Removable 
porcelain inde 


Bell metal balls 
preventing friction 
by lift or side turn 
of handle 


Cloth inserted 


rubber packing 
washer 







300 Ibs. pressure 
resisting special 
bronze spring carrying 
a 200 Ibs. working 
guarantee 


"Fau!tiess’’ seat 
disc washer 
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Ford Trucks Cover Wide 
Territory in Plumbing Service 














The development of suburban 
tracts and the building up of 
outlying sections of cities fre- 
quently requires plumbers to 
work far beyond the normal lim- 
its of their districts. 


Ford cars and trucks are the 
popular means of conveyance 
to and from these jobs. 


They make you independent of 
railroad schedules, are much 
faster than trolley cars and 
enable you to carry all the 


needed tools and supplies with 
you. 


They are equally convenient for 
nearby work. 


The W.L. Gary Co.,Inc., Wash- 
ington, D.C., operates six Ford 
units. The cost of operation per 
unit is $1.48 a day. 


If these facts and figures interest 
you, ask your Authorized Ford 
dealer to show you how Ford 
Products can be applied to your 
business at a saving in time, 
labor and money. 


Ford Light Delivery Car Chassis, $225 f. o. b. Detroit 





Sora 


CARS - TRUCKS - TRACTORS 


Mention Domestic ENGINEERING 


when writing advertisers. 
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STANDARD SANITARY MEG. CO. BUYS HEDGES- 
ATKINS SUPPLY CO. 

Standard Sanitary Manufacturing Co., of Pittsburgh, 
Pa., has purchased the plumbing and heating supply busi- 
ness of the Hedges-Atkins Supply Co., Denver, Colo. This 
news was received just as we go to press Fuller details 
will be published in next week’s issue. 

COMPANIES RECENTLY INCORPORATED 

White & Crowley, Inc., 31 Emery street, Springfield, 
Mass., have been incorporated with a capital of $25,000 
to conduct a plumbing and heating supply business. The 
incorporators are William H. White, of Amherst, Mass., 
president; B. EF. Crowley, of Springfield, treasurer; John 
F. Crowley and James F. White, both of Springfield. 

The Magnetex Manufacturing Co., of Perth Amboy, 
N. J., has been incorporated with a capital of $125,000, 
to manufacture plumbing supplies. 


The St. Louis Pipe Bending Co., St. Louis, Mo., has 


been incorporated with a capital of $20,000. The in 
corporators are Alfred S. Beeley, Stanley Olka, George 
EK. Duckworth, Roy Lefley and Frank Nizack. 
TAKEN OVER BY BALTIMORE VALVE CORPORATION 
The property and business of the Baltimore Valve Com 
pany, of Baltimore, Md., has just been taken over by a 
new company, the Baltimore Valve Corporation. The 
officers of the new concern are: W. Fairfield Peterson, 
president; Julian H. Marshall, vice-president and treas- 
urer. and Frederick W. Brune, secretary. 


BUYS MANUFACTURING RIGHTS FOR SPECIALTIES 

The Blake Specialty Co., Rock Island, IIl., has taken 
over the manufacturing and marketing rights of the line 
of cast iron specialties known as the Simplex safety 
waste floor and roof drains, and the Universal closet 
fitting for wall closets from the Hess-Marsh Co., of Los 
Angeles, Calif. This is for the entire United States 
except the Pacific Coast district which Hess-Marsh re- 
served. 


THE DELCO-LIGHT CONVENTION 

The Delco-Light Co., of Dayton, Ohio, held its eighth 
annual convention recently in that city, the largest ever 
held by the company, being attended by 1,200 delegates. 
A novel idea was introduced by having some of the meet- 
ings take place in a theatre. Several playlets demon- 
strating selling methods and exhibiting the comparisons 
between: old and new methods of washing, refrigerat- 
ing and home lighting in the rural districts were enacted, 
and this histrionic presentation made the ideas clearer, 
and more easily conceivable. Delegates were there from 
all over the country, and all expressed satisfaction with 
the knowledge obtained and the management of the 
convention. 





NOW IN NEW LOCATIONS 


The Central Plumbers’ Supply Co., 252 Pearl street, 
New York City, has moved to their branch at 11-13-15 
Adee street, Port Chester, N. Y 

The Watrous Co., of Chicago, has moved from the 
Wrigley building to 1710 London Guarantee building, 360 
North Michigan avenue 

The Central Tube Co., of Pittsburgh, Pa., has moved 
its office in New York City to Room 1712, 30 Church 


street 


LANSING SUPPLY CO. EXPANDING 

The Lansing Supply Co., Lansing, Mich., is the name 
of the concern which heretofore was known as the Lansing 
Plumbing & Heating Supply Co. This company has just 
moved from 111 East South street to the site of its ware 
bouse at 1121 Washington avenue, where it has built 
an oftice in front and has extended its warehouse to the 
full length of the 148 ft. lot The company has also 
taken over an additional 148 ft. for pipe shed and shop 


THE BANQUET OF DETROIT PLUMBING JOBBERS’ 
BOWLING LEAGUE 

The third annual banquet of the Detroit Plumbing 
Jobbers’ Bowling League was held on Tuesday evening, 
April 14, in the ball room of the Hotel Statler, Detroit, 
Mich. The members of the twelve teams, which comprised 
the league, their wives and guests, enjoyed an excellent 
six-course dinner, at which special favors were given the 
ladies. During the dinner there was dancing, and the 
presentations were made. The Detroit Sanitary Supply 
Co.’s Trophy was presented to A. Harvey's Sons Mfg. Co., 
winner of the championship of the season of 1924 and ‘25 
Medals were presented to*Herbert Maas, of A. Harvey's 
Sons Mfg. Co., for high individual bowling average. 

Following the banquet and presentations, there was 
dancing and card playing. 

Richard Reed, of the Standard Sanitary Mfg. Co., and 
president of the bowling league, was in charge of the 
affair, and was very ably assisted by E. J. McKain, ot 
Nelson Co., and Frank J. Feeley, of the Taylor Supply 
Co. The attendance at the banquet numbered 181. 


“OWN YOUR HOME” EXPOSITION IN NEW YORK CITY 

If the home is the heart of the nation, surely the 
heart of the home finds iself in the very center of those 
appliances which tend to make for man’s material com 
fort and welfare. And it was to these appliances, ex 
hibited by various manufacturers and distributors in the 
plumbing and heating field, that much attention and 
interest was accorded by visitors at the “Own Your 
Home” Exposition held at the 69th Regiment Armory, 
Lexington avenue and Twenty-sixth street, New York 


’ 


9 


City, during the week of April 18 to 25 
This occasion marked the seventh annual venture of 
its kind in New York, and it was pleasing to note the 
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large amount of space devoted to plumbing and heating 
equipment. 

Fitzgibbons Boiler Co., New York City, “led off’’ with 
an interesting and well-arranged display of 
home heating. Abendroth Brothers, Port 
exhibited heaters 


boilers for 
ms Ba 
ranges 


Chester, 
gas ranges, and boilers. Gas 
also formed a large portion of the show. 

James B 
radiators in various styles and sizes. 

The 
Williams, Jr., Co 
Oil-O-Matic Heating Corporation. 


cluded garbage 


Clow & Sons, of Chicago, displayed gasteam 
oil-burner field was represented by Herbert E. 
New York distributors of the Williams 
Their exhibit also in- 
J. E. Prescott & 


incinerators, made by 


Son, Webster, Mass 
Various types of gas heaters were to be seen, among 
them the products of Roberts & Mander Stove Co., Phila- 


delphia, Pa.; the Radiant Heat of America, 
New York City, and the Humphrey Co., Kalamazoo, Mich. 


The Minneapolis Heat of Minneapolis, 


Corporation 


Regulator Co., 


Minn., exhibited working models and actual applications 
of their thermostatically controlled system of heat regu- 
lation 

With few exceptions, the remainder of the show, as 
far as the plumbing and heating industry is concerned, 


heaters De 


water heaters, 


Freitas & Geiger, 
made by the Troop 
Pittsburgh, Pa., and 
Mansfield, Ohio. 
of copper boilers and water heaters manufactured by the 
Kompak Company, of New Brunswick, N. J., formed the 
exhibit of James \ this New York 
distributor 

Much interest centered about the booth of Harvey Brett, 


devoted to 
of New York, 
Water Heater Co., of 
by the Tappan 


WAS water 
showed 
stoves made 


Stove Co., Various sizes 


Landreth concern’'s 


local distributor of the Walker dishwasher and dryer. 
Two models were shown, one of the washer and dryer 
only, and another showing the unit combined with a 


kitchen sink 

Darlo 
appliance to be attached to a 
soap with the tap water and the principal 


Company, of Boston, Mass., demonstrated an 


which mixes 
of which 


sink faucet, 
use 
is the washing of dishes. 


ENGLAND METAL PRODUCTS GOLF ASSOCTA- 


TION OPENS SEASON 


NEW 


the New 
started its 


advent of weather, England 


Golf 


With the 
Metal Association series of 
monthly the the 
custom since the association was organized, at the Wollas- 
Golt Wollaston, Mass the 
more prominent country 
the 
Island at 


warm 


Products has 


opening season as has been 


sessions, 


ton Club in During present 


season all of the golf and clubs 
and 


which there will 


will host to association one 
meeting will be held in Rhode 


be a spirited team match as part of the program between 


about Boston play 


the Massachusetts and Rhode Island metal products men 

At the Wollaston, A. G. Beal and 
W. F nets of 74 and 79, respectively, won 
the morning prizes, while W. H. Taylor and F. A. Munroe, 
with 79 each, tied for honors and tossed up for the after- 


opening meeting at 


Stearns, with 


noon trophies Mr. Beal's score was the best net for 
the day while W. H. Thayer and FE. B. Lane made the 
best gross scores with 8&8 each 
The scores: 
Morning Session 

Gross Hdcp. Net Gross Hdep. Net 
A. G. Beal 90 16 74 Hi. W. Thorn 
Ww I Stearns 95 16 79 dike 103 14 8Y 
W. H. Taylor.105 20 85 lL. W. Smith 104 12 92 
E. B. Lane... 90 4 86 kK. W. Hub- 
F. A. Munroe.107 20 87 bard 115 20 95 
W. H. Thayer 95 6 89 J. S. Nicholl..111 10 101 


Arthur Purnell, guest. 
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Afternoon Session 


Gross Hdcp. Net Gross Hdcp. N 


W. H. Taylor. 99 20 79 ). H. Stevens.113 30 

F. A. Munroe. 99 20 79 Kk. B. Lane... 88 4 

A. G jeal.... 96 16 RO «©. F. Glavin, .104 20 

R.A. Thomp- H. W. Thorn- 
son .101 20 81 dike , : 99 14 

W. H. Thayer 88 6 82 R. E. Sar- 

lL. W. Smith 94 12 82 gent a, 10 

Kk. W. Hub- W. F. Stearns.109 16 
bard 102 20 82 J. S. Nicholl..114 10 l 


Ek. T. G. A. ANNOUNCES TOURNAMENT DATE 

made by Jas. C. Weaver 
Committee, that the first 

Eastern Trade Golf 


has been 
Tournament 


of the 


Announcement 
the 


season 


chairman of 


meet of the Associa 


tion will be held on May 21. The Hempstead Country 
Club course, Hempstead, L. I., N. Y., has been selected 
as the scene of the meet. Mr. Weaver expects to bs 
able to give out the dates and links for all five of the 


year’s meets in the near future. 
PHILADELPHIA GOLF ASSOCIATION OPENS 
SEASON 





1925 


The Heating & Ventilating Golf Association of Phila 
delphia officially opened its season on Wednesday, April 
22, at the Northfield Country Club, Atlantie City, N. J 

As this the many of the 
members to bring and try them, 
members took advantage of the wonderful 


was first opportunity for 


out their new clubs 


more than 35 


weather and good course. 

More than two-thirds of those present went down to 
\tlantic City, N. J., on Tuesday night and headquar 
tered at the Arlington Hotel, where the dinner was held 


night. 
Kerr presided at the dinner. 


on Tuesday 

resident 
Scores 

Rest Ball 


Afternoon Round, 


Out In Gross Hdcp. Net 
Stewart and Kerr 48 49 97 24 73 
Chenney & Nusbaum... 47 52 99 30 69 
Wentz and W.G. Culbert 43 46 89 12 77 
Savill and Hemphill 7 43 45 88 18 70 
McClintock and W. P. 

a ee 47 52 99 13 86 
Thompson and Williams 44 46 90 18 72 
Hepburn and Jackson. 57 52 109 35 74 
Gant and Wilde. > ‘ 48 62 100 20 80 
Murphy and Bolsinger. 54 62 116 12 102 
Allen and Lewis....... 44 52 96 20 76 
Kappell and Shuster 16 57 103 35 68 
Moore and Edmunson.. 38 39 77 — -- 
Walsh and MacGregor... 44 43 87 13 74 
Barcus and Pennypacker 62 52 104 20 84 


Wm. Hepburn, manager of the Seashore Supply Co., At 
lantie City, N. J., won the H. J. Carr, of “Domestic Engi 
neering,” Trophy Cup with Net 74. 

Prize Winners 
Class A 
Ist MacGregor and Ambrose tied for first place’ with 
Net 76 

rd 3S. Lewis . Net 78 Wins 2 golf ball 

ith T. Cooper Net 81 Wins 2 golf ball 

th J. Hemphill Net 82 Wins 1 golf ball 
(lass B 

Ist @& Kappell Net 76 Wins 4 golf ball 

2nd A. MeClintock Net 81 Wins 3 golf ball 

ora J. MeCloskey ' Net 85 Wins 2 golf ball 
4th kK. Kauffman »- wet 91 Wins 2 golf ball 

Sth Kk. Murphy oF Net 93 Wins 1 golf ball 

Best Ball Winners 
Ist Kappell and Shuster Net 658 Win 4 golf balls apiec 
2nd Chenney and Nusbaum.Net 69 Win 3 golf balls apiec: 
ird) Savill and Hemphill ._Net 70 Win 2 golf balls apiec: 
ith Thompson and Williams.Net 72 Win 2 golf balls apiec: 
th Stewart and Kerr.. Net 73 Win 1 golf ball aplece 

The next meet will be held at the Llanerch Country 


Club in May. 
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Howand Why 


NATIONAL Butt-weld PIPE 


is made free from Scale 


HE welding-scale or mill-scale, which forms on skelp in the welding furnace is re 
moved from ‘‘NATIONAL”’ Butt-weld Pipe (sizes |, to 3-inch) by a process that 
is entirely mechanical. While still hot from welding, the pipe is reduced slightly in 
diameter by passing through the rolls shown in Fig. 1, which loosen the scale somewhat 
It is allowed to cool slightly, and then passed through another set of rolls shown in 
Fig. 2 (diagrams exaggerate reduction). These last rolls further reduce the diameter, 
and in doing so, the scale, which has become brittle while cooling, is fully loosened and 
falls from the pipe walls. The last pair of rolls give the pire its proper diameter and 
true circular shape. After further cooling, the loose scale is blown out by compressed 
air or washed out-with water. 





By removing this scale, a clean, smooth surface is obtained for galvanizing or other 
coatings; friction losses caused by rough interior surfaces are reduced and increased 
working capacity of the pipe is obtained; clogging of pipe, valves, restricted orifices 
and delicate apparatus by loose scale is practically eliminated and any tendency to 
corrosion, especially in the form of pitting, is minimized. For details of this process 
and its advantages, write for a copy of ‘‘NATIONAL” Bulletin No. 7. 


NATIONAL TUBE COMPANY 
Frick Building, Pittsburgh, Pa. 


Showing approximate amount of 
scale removed from a 2O-foot 
length of Finch pipe. 


Only ©: 


NATIONAL PIPE 


IS MADE BY THE SCALE FREE PROCESS 











RY) DOOM EN TIE 
SOUTHWESTERN TRADE GOLF ASSOCIATION OPENS 
SEASON 

The first meeting of the season of the Southwestern 
Trade Golf Association for the election of officers and 
rounding out of plans for the coming year was held at 
the Kansa City Club at a noonday luncheon, Tue 
day, April 14 T! lowin officers were elected for 
the 1925 season Carl Smith, president; Ed Harbordt 
vice-president Carl Clegg ecretary and treasurer, and 
Ike Roark issistant ecretary and treasurer in charge 
of publicity 

The first regular meet of the association was held at 


Lakewood Golf & Ce 


uuintry Club, April 23 Twenty-eight 
members qualified for prizes by playing the eighteen 
holes Twenty-one taved for dinner The prizes were 
awarded ; follow 
First prize golf bag R. KH. Koon 
Second prize niblick Ike Roark 
Third prize § ball Jack Ellis 
Fourth prize balls Frank Wise 
Fifth prize 1 ball (Geo. EF. Cook 
The Southwe rn Association will try to announce its 
regular monthly n in advance, and extends an invi 
tation to all goifer rv others associated with the plumb 
ing, heatin ind rehi tural fraternit attend it 
tournaments when in Kansas Citys 
LEO FLUSH VALVE COMPANY HAS BOOTH 
AT EXHIBIT 
At the Architectural and Allied Arts Exposition, held 
at Grand Central Palace New York City April 20 to 
May the Leo Flush Valve Company maintained a booth 
in which were hibites h company’s valves under 
water, with low meter attached 
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Separable { 
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Each Metaphram or “ 
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Men, 


: at 


a 





wafer”’ is 
chamber 
liquid 


which expands with increase of 


a hermetically sealed 


containing a_ volatile 
temperature. Several of these 
together furnish the power that 
operates the lever. 


The separable Metaphrams are 
lifted 
should 


“cage assembly”’ and are 
from the well as a unit, 


replacement ever be necessary. 


RING 


May 2. 


Personal Mention 


Paul Blatchford, 


formerly fo 


than ; 


r more 4 quarter of 

century secretary of the Central Supply Association 
has just announced that his business address will her: 
ifter be 224 North Clinton street, Chicago. 

H. W. Seymour, manager of the Baltimore branc! f 
(rane Co., Chicago, has been elected general manager 
of sales to succeed Charles D. Little, who is now vice 
president in charge of sales 

Walter Evensen has been elected treasurer of Crane 
(o., Chicago, and P. T. Kelly will continue as vice-presi 
dent in charge of finance 

Dan M. Randall, who has been warehouse manager of 
Somerville Iron Works in Chicago, at 3637 South Ash 
land avenue, will now represent this company as a sales 
man, traveling out of Chicago and covering territory as 
far east as Pittsburgh, Pa 


Why Not Hot Water? 





Charles T. Byrne, a retired master plumber 
of the National 


has been appointed a member 


of Chi 
and formerly 
Master 
Chicago Board of Education 

James R. Bly and H. G. Walker 
as vice-presidents charge 
Water Heater Co., of Pittsburgh, 
the 


cago, secretary Association 


of Plumbers, of the 
have been 
of the 
r. Bly has been with 


appointed 
of sales 


Pa. M 


in Pittsburg 


company for sixteen 
Ihe Roark, 
City. attention to the 


the 


years. 


manufacturers’ representative in Kansas 


that 
18 


calls fact in an item published 
the 


not 


in these columns in issue, 


April 
represents 
Valve 
the 


list 
given Mr 
Church 
Manufacturing 


correct 


of companies which he was 


Roark represents the Sloan Company, C. F 


Manufacturing Company and Josam 


Company 





A regulator is standard trimming on a steam 
boiler. Why not on hot water? 


A steam installation would not be complete 
without a regulator. Everyone knows that. 





Then why should you omit it on a hot water 
job? It’s just as important for economical 
operation. 

You can make hot water installations more 
profitable, more efficient and more satisfac- 
tory by adding a 


=< METAPHRAM == 
DAMPER REGULATOR 


There is a fertile field for you, selling and in- 
stalling this sensitive but positive, much 
needed regulator—on new or old installa- 
tions. 

Order from your jobber or direct 


Write for circular. 


NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 


European Office: A. J. Assheton, 18 St. Thomas St., London, S.E.1, Eng 
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Saws 


HERE'S THE REAL THING | 


Im a Mechanic-/ know 
ae, ‘The Blade with the Reputat ae 
9 le with t ep ton V9 


STAR HACK SAWS 


CLEMSON BROS. Inc — Middletown, NY 





The skilled plumber, profiting by his long experi- 
ence, uses great care in selecting his tools 


CLEMSON BROS., INC 


Middletown, New York 


WE HAVE SOMETHING TO TELL YOU ABOUT HACK SAWS. WRITE FOR BOOKLET. 
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PILOT FLUSH VALVES 


are proving their value 
every day 


Thousands of automatic, self-closing PILOT Flush Valves 








are rendering silent and efhcient service in the largest build- 
ings in America, year after year. The PILOT record of “no 
maintenance” which has made these famous Flush Valves so 
popular among master plumbers has never been allowed to 
lapse. PILOTS are continually creating new business by 


giving permanent satisfaction 





PILOT Flush Valves are made by a company 
whose service to the plumbing trade dates from 
the days of Lincoln. They are the finished 





There’s a ‘PILOT’ 
For Every Purpose 


Three main types with variations enable 
the plumber to use PILOT Flush Valves 
for every style of installation with the 






product ot real experience. y M an't pe 


with a PILOT 


most satisfactory results. Each type em- 
bodies the highest degree of mechanical 





No. 22 O. C. Pilot 
Flush Valve 


perfection, based upon actual conditions 
which prevail in the latest methods of 


sanitation. 


-—Four PILOT Features— 





Automatic, Self-Cleansing, Equaliz- Everlasting leather diaphragm—no 

ing bi-pass which no normal amount ordinary leather, but leather speciallv 

of dirt can clog. Water expelled from prepared to keep up the PILOT 

the compression chamber is forced record of “no maintenance.” 

through the bi-pass by the movement 

of the handle. Adjustable water saver—an easily 
accessible screw arrangement which 

Removable seat—permitting repairs to governs the diaphragm controlling the 

No. 5-7 Pilot Flush be made without taking off entire valve. amount of water used in flushing. 
Valve 











HEDGES AND BROTHER 
103 SOUTH STREET, NEWARK, N.J. 


Mention Domestic ENGINEERING when writing advertisers. 
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William B. Schiller, president of the National Tube Co., 
Pittsburgh, is back at his desk after a two months’ Medi- 
terranean cruise, included a visit to Egypt and 
the Holy Land. 

Carl F. 
pany, of Bridgeport, 
of the Rotary Club in that 


which 
Dietz, president of the Bridgeport Brass Com- 
Conn., was recently elected president 
city. 

Marsh Co., 1614 
spent three days 
Db. S., 


S. L. Marsh, president of the S. L. 
South Flower street, Los Angeles, Calif., 
in Chicago recently on his way to Washington, 
New York City. 

M. Herrick, manager of the 
San Diego, California, is back on the 
eral weeks’ absence due to an automobile 

R. Thomas, 
Central Western Credit 
Denver, Kansas City, St. 

will speak at 
representative of the 
of Evansville, Ind. 
Risk.” 


and 


Standard Sanitary Mfg. Co., 
job again after sev- 
accident. 

Minn., secretary of the 


is on a visit to Lin- 


of Minneapolis, 
Association, 
Joseph, Omaha and Sioux 
and 
Trade Ex- 
will be 


coln, 
City, 
meetings as a 
tension Bureau, 
“The Elements of a Credit 

A. A. Sutherland, of 
cago this week for the purpose of 
with a line of plumbing material to handle 


various zone 
National 


His subject 


where he 


Angeles, Calif., visited Chi- 
making a connection 


on the Pacific 


Los 


Coast. 

H. T. Carter has been appointed to take charge of the 
Eastern Pennsylvania district of the 
Septic Tank Company, of Stroudsburg, Pa. The 
is located at 328 Chestnut street, Philadelphia. 

Averill, of Saginaw, Mich., representative for the 
Pein Brass Works, Grand Rapids, Mich., spent a 
few days in Western Pennsylvania on business last week. 


Stroudsburg 
office 


office, 


S. Miller, of the Trumbull Plumbing Supply Co., of 
Warren, Ohio, was in northwestern Pennsylvania last 
week, 


C. B. Mclaren, of Buffalo, N. Y., representative of the 
United States Radiator Corporation, of Detroit, Mich., has 
returned from a tour through Pennsylvania. 

Geo. H. Padginton has been appointed district sales 
representative of the Hoffman Specialty Company, 
ing territory within the vicinity of Buffalo, N. Y., 
headquarters at 679 Norfolk avenue, Buffalo. 

Cc. I. Connolly has been appointed representative for 
the Hoffman Specialty Company, Waterbury, Conn., in 
North Carolina, Virginia and the District of Columbia. 
His headquarters will be at 1716 Floyd avenue, Richmond, 


cover- 
with 








of Memphis, Tenn., 
Exposition held re- 


The exhibit of the R. T. Clarkson Co., 
at the Merchants’ and Manufacturers’ 
cently in that city 


group | 
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ON FLAT 
ROOF 


A Better Job in 
Half the Time " 
‘eeaiieaeaieaiaiiiiill 
The 
RETLAW 


Telescopic 
ROOF FLANGE 


made of pure sheet lead, in the patented RET- 
LAW telescopic shape, can be quickly and easily 
adjusted to roofing of any angle without 
special tools. Once installed, it makes a per- 
manent, leak-proof job which will never need 
repairs. 





ON PITCHED 
ROOF 


To ensure RETLAW Telescopic Roof Flanges 
reaching you in perfect condition, each one is 
packed in an individual carton and properly 
labeled for convenient handling. RETLAW 
Flanges are always ready for installation. 


Write us for details. Then order 
from your jobber. 


THE HARKER MFG. CO. 


123 W. Third St. CINCINNATI, OHIO 











Safeguard your work! | 


Safeguard your work from the defects 

| which tend to creep in unless the highest 
standards are everlastingly insisted upon. | 
Make sure your men are installing known 
equipment 


You may be sure your valves will give 
good service when they are marked with 
the Jenkins ‘“‘Diamond”’. To hundreds of 
plumbing and heating contractors this | 
mark identifies a valve capable of with- 
standing the severest conditions. 


Jenkins Valves have the strength to resist 
pipe strains. All metals*used are proved 
by analyses, and the valve must pass rigid 
tests before leaving the factory 


There are genuine Jenkins Valves for 
practically every plumbing and heating 
requirement. 





JENKINS BROS. 


| 
Fig. 106, screwed, Stan- 
dard Bronze Globe 
| 


Valoe 80 White Street....... New York, N.Y. 
524 Atlantic Avenue...... Boston, Mass. 
133 No. Seventh Street. Philadelphia, Pa 
646 Washington Boulevard. . Chicago, III 
| JENKINS BROS., LTD. | 


Montreal, Canada London, England 





Always marked with the” Diamond” 


enkins alves 


SINCE 1664 


























Cast Iron Refrigerator Drains 


Fig. J-46A Deep Pattern with Loose Bell Strainer 
74” Diam., 2} Deep. Tapped 13” or 19” IP 
Plain Iron. Aluminum Finish or Galvanized 


Linfield, Pa. 







Sanitary Company of America 
(oO RRRERERESESOLSES £ 


Be ea 


RASCO 


A good stee/ water heater. There 
is profit in selling them but none in 
repairing them ‘cause they don’t 
get out of order. 
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KEWANEE BSILER COMPANY 


Kewanee, I!). = 


eT TTS 
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J u 


Backed by thirty- 
seven years of 
manufacturing 
experience 


The Ohio Brass Co. 


Mansfield, Ohio 


ALY 


Bull Dog Seats 


Bull 


covered seats have 







































Dog celluloid 


illthe good qualities 
»f Bull-Dog varnish 


finished seats 
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New Trade Literature 


Beaver Die Stocks and Pipe Cutters 


The Borden Company, of Warren, Ohio, has just issued 
a booklet, 4% by 6% inches in size, containing sixteen 
pages. The company’s line of die stocks and pipe cutter 
is illustrated and described The booklet also contains 
a list of code words for use in ordering. 
“Ten Years Hence" 
The American Brass Co., of Waterbury, Conn., has 


the 
uses and approximate prices of brass pipe for the home 
tells forty-five cen 


recently issued an interesting booklet on history 


It contains sixteen pages and “what 


turies of experience teach the home builder.” 


IHinois Valve & Manufacturing Co.'s Catalog 


Catalog ‘A’. just issued by the Illinois Valve & Manu 


facturing Co., of Chicago, contains descriptions and i] 


lustrations of bath fixtures, shower valves, shower heads 
wastes. The 


inches. 


curtain rods, shower curtains and pop-up 


by 11 
Cabinets for Plumbing Shops on Wheels 

Label Co., of Haddon Heights, N. J., 
describing its box 


catalog consists of fifteen pages, 8% 


The Haddon Bin 


has issued a circular cabinets made 


These cabinets are made 
stock The 
how to fit up a 


for plumbers’ trucks. 
fitted 


specially 


of wood and with semi-steel boxes. 


circular gives some useful pointers on 


plumbing shop on wheels 


“Let's Get Together" 


The American Brass Co., Waterbury, Conn., has _ is- 
ued a new booklet with the above title. It is an appeal 
to the master plumber for co-operation in the advertising 
of brass pipe This company has also issued two en- 
velope stuffers-—‘'250 Ft. of Protection’”’ and ‘‘Answers 
to Questions about Brass Pipe,’”’ which are aids to the 
master plumber in selling his services. The company 
is carrying on a national advertising campaign, and these 
circulars will help the master plumbers to take advan- 


tage of it 


Adsco Heating 


The American District Steam Company, of North Tona 
wanda, N. Y., has just issued Bulletin No. 181 entitled 
“Adsco Heating Radiates Comfort.’’ The Adsco system 


described and a typical layout is shown 


A series of illustrations shows residences, churches, banks, 
which Adsco 
An envelope stuffer is 


hotels, clubs, apartment buildings, ete., in 


heating has been installed also 


being distributed by this company. 
Water Supply of Buildings and Rural Communities 
Walter S. L. 
“The 


ties”’ 


Cleverdon is the author of a book entitled 
Buildings Rural 
been published by D. Van Nostrand 
New York City. This volume, 
pages, is divided into five chapters 
information water 
of water on metals 
is headed ‘Supply 
the main portion of 
the subject of estimating and 
for certain buildings, 
from city Hydrauli 
tanks 


Water Supply of and Communi 


which has just 
Company, 8 Warren street, 
which contains 186 
The first 


sure 


chapter gives about 
lock, effect 


etc Chapter 2 


pres 


and air used for 
and 
the 


the 


water piping, 
Consumption” 
book It 
quantity of 
the 
rams, 


and 
with 


comprises 
deals 
water required and 


supply and pressure mains. 


meters and 
Suggestions for la) 


pumps of various descriptions, 
are also discussed in this chapter. 
ing out and installing water supply systems, information 
remarks concern 


superintendents, and 


ing maintenance are included in the other chapters. Th¢ 


for owners and 
appendix contains tables of pressures and velocities. T! 


price of the book is $2.50, postpaid. 
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How to apply 
Improved Asbestocel to pipes 









INSULATION 
BRAKE LININGS 
ROOFINGS 
PACKINGS 
CEMENTS 


rime 
PREVENTION 
PRODUCTS 


JOHNS-MANVILLE Ine 
292 Madison Ave., at 41st Street 
New York City 
Branches in 62 Large Cities 


For < 
CANADIAN JOHNS-MANVILLE CO., LTD. 


FTER you have landed your order for 

applying Improved Asbestocel, try to 

get the work started as soon as possible. 

Good workmanship that cuts out all waste 

time is astrong point in your favor and very 

often brings the final payments in faster, 
and gets you other customers. 

If the boiler is included in your job, it is a 
good idea to apply the first coat of cement 
to it before putting on the pipe covering, so 
that you won’t have to wait later for the 
cement to dry. When that is done, loosen 
the canvas flaps that come pasted down 
and open the sections of Asbestocel. Apply 
paste to the edge of the section to which the 
canvas flap is to be re-stuck and on the end 
of the section where the canvas does not 
overlap. In placing the sections on the pipes, 
first see that the pipes are clean. Have the 
seam at the top, press the joints together as 
tightly as possible and paste down the flap 
firmly. Place the end of the section which 
has no flap at the starting point so that you 
can paste the end flap to the next section. 


iS 


ING QS 










Be sure that the first section is tight against 
the fitting or starting point. Apply the next 
section like the first, pushing firmly against 
the preceding one and paste the end flap of 
this section over the end of the section just 
being applied. Then proceed, following the 
same method. 

Fillin any short uncovered lengths of pipe 
with short pieces of Asbestocel which you 
can saw off to the right length. Apply these 
like the full sections. Wait until the whole 
iob is complete before applying bands. 

Cover the fittings with the first coat of ce- 
ment by applying it roughly with the hands, 
and then put the second coat on the boiler. 
That done, put the second coat on to the 
fittings with a trowel, to give a smooth, hard 
finish. Then apply the bands around the 
pipes, covering the joints of the insulation 
and the places where it adjoins a fitting. 

Do a good job, clean up the cellar, then 
take your customer down and show him 
what you have done—make him realize he 
has made a good investment. 


JOHNS-MANVILLE 


Improved 
Asbestocel 
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SCIENTIFIC COMBUSTION 


Water Heaters 


They are easy and profitable to 
sell because owners like the ‘“‘fire 


brick ring”’ which keeps the fire 


alive 
Weil-M‘Lain. Company 


Jobbing Division 


Manufacturing Division 
Chicago, _— 


Michigan City, Indiana 












For Pumping Hot or Cold Water, 
Oil and Other Liquids 





Capacities 
500 to 
9000 

Galions 







For Home, Farm, 
Mill, Mine or 
Factory. 
Catalog on request 





THE F.E MYERS 
&6RO.CO. 
Ashiand, 
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A PERFECT JOB 


IS THE RESULT WHEN USING 


The “American” Ground Joint 
Waste Connections with 


Ww -——LEAD RING 


Everyone is interested in this 
new fitting. 








— All Jobbers Should Stock Them 
No, 752 


AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS 











KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 


and a complete line of malleable iron and 
brass pipe fittings. 
All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy. 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 


Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 





R,. Stollberg Co. 
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April 29, 1905 

plumbing 
of plumbing 
pattern after 
fashioned, 
the general 
passed upon 


honored ordinance, which 
early 


been 


time 
the 
its time, 


Chicago's 
back 
in 
city 
revised and 
of the 
Council 


legislation 
which 
has 

revision 
by the 
vents 


days 
the 
been 


dates to 


and has, nu 


merous ordinances have been 


up to date in 
recently 


brought 


municipal code, as 


The ordinance prohibits crown 
1905 
The Dalton-Ingersoll Menuet Company, 
Boston, Mass., has been incorporated with a capital of 
$80,000, by Oscar J. Saxe, president and manager; 
William H. Woodberry, treasurer, and Olin F. Chellis, 


secretary. 


revised 


of 


1905- = 
kind to the Provincial 


rs of Ontario, 


Lhe 


{ssociation of 


man was not 
Master Plumt 
as a snow storm of mild proportions held sway with 
out while thi plumbers Castle Hall, 
Guelph, for their third annual convention. The con- 
vention took place Good Iriday, April 21, 1905. By 
the next day spring weather had appeared and 
the dele took advantage of the 
municipality which proffered not only the ke 
city, but also free the 


ng the 


weathe 
Canada, 
m 


maste) sat 


Warn 
generosity of the 
vs to the 
which are 


gates 


rides on street-cars, 


Am 


eedful legislation cone 


municipally owned. subjects discussed wa 


rning plumbing. 





Twenty years ago these Milwaukee master plumbers partic- 
ipated in the National Bowling Tournament in the Old Ex- 
position Building, Milwaukee, Wis.—From left to right in top 
row they are: Frank Fuchs, Walter W. Dusold and David 
Polacheck.—In bottom row: Frank Goll, F. R. Dengel and 
Charlies Pelunek.—Frank Fuchs is now with the Turbine 
Sewer Cleaning Co. Walter W. Dusold is still in the plumb- 
business. David Polacheck retired. Frank Goll is in 
the plumbing business. F. R. Dengel is president of the 
supply house of the F. R. Dengel Mfg. Co. and president of the 
Central Supply Association. Charles Pelunek is with the I 
All of these gentlemen are yet residents of 
Milwaukee, Wis. 











CHICAGO 


Although prospects have lost none of their favorable 
appearance, and although there is much of an optimistic 
nature that can be stressed in a review of plumbing and 
nevertheless, reports of in- 


heating market conditions, 


dividual commodities show that business is still moving 


within slow limits. Jobbers report improvement in de- 
from the master plumber and heating contractor, 
with the remark that ‘‘that 


Manufacturers report quick- 


mand 
but qualify their statement 
isn't saying much, though.” 
ened interest from the jobber in many cases, but say at 
the same time that there is very little improvement in 
actual business placed. 

And with heavy stocks in many items among the job 
bers, and with overproduction in many lines among the 
manufacturers, the price structure of plumbing and heat- 
ing is not strong. Manufacturers of 
ties are quoting last fall’s prices and a great many job- 
after business with that represent 
considerable shading. And the contracting plumbers and 
fitters, largely for these very reasons, are waiting until 


several commodi- 


bers are out prices 


the very last minute before placing orders for their jobs. 

It cannot be said yet that buyers overestimated their 
needs when ordering stocks, for Chicago’s contemplated 
building program will absorb without difficulty those 
goods that have been bought. It can be said, though, 
that most quicker turn- 
over than business has so far given them, and liquida- 


buyers and sellers expected a 


tion of stocks, in many cases, has seemingly necessitated 


eut prices when actual requirements would not move 
them. Such conditions make the buyer cautious and 


the result is that at the present time no one is closing 
for more than his nearby needs. A further result is 
curtailment of production, as shipments fall off and as 
further operations would only pile up stocks at mills and 
factories. 

There is no doubt 
for figuring is being held up. 
where bids that have been tendered 
tions for the projects considered, and 
comes necessary; either that or re-figuring. Both take 
time and the work is temporarily halted. Cases can 
be cited where master plumbers and heating contractors 
which, because of no immedi- 
being held back untii 
price uncertainties are settled. It is pointed out, too, 
that much of the work going on is not very evenly ap- 
portioned among the various master plumbers and heat- 
ing contractors, and this explains why many are very 
busy and many are doing little. It explains, as 
well, why reports from jobbers and manufacturers vary 


work let out 
‘an be cited 
appropria- 
re-financing be- 


that a great deal of 
Many cases 


exceed 


have been awarded work 


ate necessity for completion, is 


very 


in sO many instances. 

In fact, it is so easily possible to get every conceiv 
able kind of a report on business conditions in a can- 
vass of representative firms in plumbing and heating that 
it is difficult to sift through to one common trend. The 


8 


~ 


/ 





potpourri of the 


foregoing paragraphs are a_ sort of 
The following 


average 


many statements this week reports of 


commodities are summaries of 


If there is one 


the individual 


definite experiences thing common in 


market, it is conservatism Practically every 
one is cautiously awaiting developments 
Soil Pipe 
This week brought a further improvement in the num 


improve 


today’s 


ber of inquiries received by makers, but no 


ment in actual business placed. Jobbers are well stocked, 


and, although demand from the master plumber is of 
increasing 
prices in an 
Foundry 
to strike a better balance between supply and demand 


attention 


distributors are quoting very 


their 


many 
effort to 


volume, 
holdings 
effort 


close liquidate 


production is generally curtailed in an 


Orders for quick needs are receiving prompt 


Business offered makers continues to call out shaded 
prices, but sheets have not changed 
Steel Pipe 
There is a slightly improved tone to the demand for 
steel pipe this week, according to a few mill representa 
tives. Orders for immediate delivery to fill holes in 
stocks are coming in quite steadily, but 


tent to meet the future when it 


buyers are con 
comes The needs of 


master heating contractors are growing, 

too, but not at a rapid rate 

Prices are firm and unchanged 
Wrought Iron Pipe 


Jobbers are carrying fair stocks of wrought iron pipe 


plumbers and 


Deliveries from mills are 


prompt. 


and find it necessary to replenish at fairly regular inter 
vals. Several building projects are accounting for good 


shipments from the mills as construction progresses to 


the stages where this commodity is needed Deliveries 
are prompt. Prices are firm and unchanged 
Enameled Ware 
Some makers say that when they check up their ship 
ments they find that there is a fair movement of enam 
eled ware, and many jobbers say the same. Buying, 
however, both from the jobber and the master plumber 
along conservative lines, and it is the 


continues very 


aggregate of small, immediate shipment orders that ac 
counts for the fair movement rather than shipments for 
stock. While 


curtailed, business does not 


factory operations are not appreciably 
require the extra shifts that 
have been so necessary in this industry in the past 


Deliveries are prompt. Prices are firm and unchanged 
Pottery 

There was an improvement this week in the number 
of releases against orders, along with a light demand for 
fill-in needs. Some potteries are still fairly busy on 
business booked, but 
on new buying. The announcement of a 
prices that runs as much as 14 per cent on staple bowls 
and tanks and 10 per cent on china lavatories 


was made this week. 


production is exceeding shipments 
reduction in 


vitreous 


Range Boilers 
The last few days have seen little improvement in new 


buying, but releases against orders were in better num- 








4 yi) } | 


ber and shipping schedules showed a fair movement of 


range boiler Warehouse business in Chicago varied 
from poor to fair among maker Deliveries can be 
ade promptls August discount sheets prevail 


Plumbers’ Brass Goods 


There was an improvement this week, according to 
ome maker in the number of releases against orders 
given bh jobber but new buying proceed within very 


low limits Demand from the master plumber is marked 


by a hesitation to close in the face of price-cutting that 
going on to a nsiderable exten Prompt shipments 
from factorie are possible Maker price are oun 
han 1, but instances of shading are reported 
Price of bra pipe advanced » cent per pound 
during tl A } 


Boilers and Radiators 


Maker have a good volume of busine booked but 
report that ver little j being ordered out et Stocks 
at factorie ire ample Deliveries can be made promptly 
Prices have not changed 


NEW YORK 


week This 


A very tiffening in demand has continued 


through the however is not noticeable to 


all makors or even to all iobbers 


Price cutting in some line by both manufacturers and 


Wholesaler and in other by jobbers alone, is still an 


Metropolitan district 


tock at les 


outstanding characteristic in the 


Instance of obbing ule from than re 
common 
Soil Pipe 


still light 


placement prices are 


Soil pipe requirements are Foundry price 


with the exception of Olated case are not trong 


Prompt shipments apply on nearly all sizes Production 


is being curtailed in many instances 


Steel Pipe 


Manufacturer continue to receive a fairly steady 
though not a large volume of order Mill price are 
unchanged, and shipments good 

Wrought Tron Pipe 

Very little busine j being placed Mill price are 

strong Such orders as are received can be given prompt 


attention 


hnameled Ware 


Most manufacturers continue to enjoy a considerable, 
in ome cases a large volume of busines Jobber seem 
to be elling good dea of enameled ware and are 
placing orders for immediate delivers Makers are able 
to BZive good ervice on most item Though factory 


firm and unchanged, it is reported that jobbers 


hade 


prices are 
continue to 
Pottery 


Makers still report a satisfactory volume of busi 


very 


Ness Considerable pottery is moving, though jobbers 


are cutting prices freely Staples are accorded prompt 
hipments, and deliverie on specialties are reasonably 
satisfactory A reduction in prices of staple bowls and 
tanks and of vitreous china lavatorie ha just been 


announced 
Range Boilers 


Demand remains fair and prices are unchanged 


Prompt shipments are usual 


Plumbers’ Brass Goods 


Cast brass is in slightly better demand than tubular 


goods Prices are not firm 


Boilers and Radiators 


Manufacturers continue to report that demand is rather 


slow Prices are unchanged Deliveries from all sources 


are usually prompt 
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PHILADELPHIA 


rather 
fair volume 


inactiv: 

Build 
small and not 
this type of work 


Demand for most lines continues 


commodities show a 


blocks of 
required in 


though a few 


ing consists mostly of houses, 


all lines of material are 


Very few large units of any importance have been started 
this vear, and manufacturers whose products enter int« 
this kind of work are feeling their lack rather keenly 
Soil Pipe 
4 slack demand continues, which is accompanied by 
yeaknes in prices from manufacturers and jobber 


Deliveries are prompt 


Steel Pipe 


Makers that a rather light, though fairly steady 


emand has 


report 


been in effect for some time, and varies very 


little from week to week Prices are firm Shipments 


re good 
Wrought Tron Pipe 


Slow demand continues Such few orders as. ars 


placed are subject to very keen competition in the job 
bing eld Makers’ prices remain unchanged Ship 
ment ire good 
Enameled Ware 
Most manufacturers continue to report a large and 
teady volume of business on nearly all items Makers’ 
prices are firm Deliveries are usually prompt 


Pottery 

continued inability to keep de 
Others that 
reduction in prices has 


One maker reports 


liveries up to requirements state orders 


are being steadily received A 


been announced on staple bowls and tanks and on vitre 


ous china lavatories 


Range Boilers 


Range boilers are in fair demand, much of the busi 


ness coming from suburban districts Prices are un 


changed Orders are receiving prompt attention in all 


Case 

Plumbers’ Brass Goods 
Ship 
Jobbers’ prices continue to be shaded 


Demand is quiet and prices are unchanged 


ments are good 
Boilers and Radiators 
Manufacturers state that demand is still quiet, though 


they are not pessimistic about the outlook for the year 


are usual, and prices are steady. 


ENGLAND 


situation in 


shipment 


N EW 
With the 
till pending, 


Prompt 


settlement of the labor Boston 


feeling of uncertainty and 
New England 
Practically all of the unions in this territory are watch 


While the 


there is still a 


unrest throughout the entire section 


ing the plumbers’ strike men have returned 


to work on what is said to be practically another three 
vear agreement at the previous wage scale, the confer 
ences between employers and employes continue and 
no absolute end of the strike has been announced It 


is hoped that the temporary agreement will be made into 


a permanent one tor the next three years without fur 


ther delay and encourage the starting of a great deal o 


work that is at present hanging fire 


Manufacturers, jobbers and master plumbers and heat 
ing contractors seem to be at a loss to account for the 


getting started on the active business that wa 
There 


done, 


delay in 


predicted is, of course, a good volume of. busi 


being covering all classes of building con 


from the 


ness 
large apartment 
that 


market It 


struction small home to the 


and mercantile type, but the activity should be at 


hand is slow in coming on to the seems to 
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"s Can You Get Repair Parts? a 
* s 
. ' RE the patterns discontinued? = Is the firm a 
s v6 out of business?’ Whois to blame? If you a 
" had sold a boiler made by an old established hrm " 
” you wouldn’t be in such a pickle i” 
a, For 52 vears we have been making boilers and me 
" making repair parts. " 
a. Have arranged to go on doing it for <2. vears ~ 
a more. So it looks as if buving boilers of us Was LJ 
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_ IRVINGTON, NEW YORK 's 
rs Representatives in all Principal Cities 
a Canadian C ffice: 124 Stanley St., Montreal . 
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Where to Install 


ee 


Waree Moree | 


Model | 
Fooly 


BRECO FLUSH TANKS HAVE 


DEPENDABILITY 














Pea - STANDARD SIZES 
ola eno FULL WEIGHTS 
i “,| , 
Another user speaks— | ,."") P=; POSITIVE ACTION 
Mr. W. K. Beiarsto, of Beairsto, Inc., Fuamact way | LONG ] | |: | 
plumbing contractors of Winnipeg, | 42 ji) 
Canada, says of the Red Top Relief 
Valve, ‘‘we have used a consider- 1 
able number of these valves and > ’ ’ 
find that they give excellent satis- Q B IR Ie ( ( ) 
faction. We consider them supe 4 A wens , ‘A ine 
rior to, and safer, than the old wor 9 1} ty pa CLOSE | EKAIS AND FLUSH TANK 
style valves using the spring or _ wae || Gort 
weight and lever G va | 
We believe the dead-weight prin 1” @—on . — a . 
ciple to be the safest for installa | ff im_J B R i | 1} ( SIEN IC 
tion on Domestic Water Supply i 
where a check valve is installed in {I CLOSE | hk ATS 
side the meter’ 
Mr. Beairsto’s belief is backed up by po | ne 
the findings of the Underwriters Lab Oe ean : 
oratories, Inc. The Red Top is the [ Nasal QUALITY AND SERVICI A] A 
only water relief valve to be approved : Heaven! = 
by this testing organization | REASONABLE PRICI 
May we send further information? J 
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NEPTUNE METER CO. 


50 EAST 42nd STREET 
NEW YORK N. Y 


Ked fop Relie? Valve 


Mention Domest SGINEERING When writ! udvert 


BRE MFG. COMPANY 


HYDE PARK DISTRICI 
BOSTON, MASSACHUSETTS 



































DOMESTIC 
It’s a 


HAMMOND! 








That 
means 
quality 
clear 
through 











Hammond Radiator Valves are the 
kind that can be installed and for- 
gotten. All the ‘remembering’ is done 
when the valve is made, including a 
rigid individual inspection and a sixty- 
pound air pressure test under water. 
You can use Hammonds on every job 
with the positive assurance that they 


will more than make good TRADE 


Your jobber has them 
in all styles for 


steam and hot water. 





HAMMOND BRASS WORKS 
HAMMOND~ - - INDIANA 


we by 


40 ear Z 
I caaalene 


No. 66 Ball Cock 


A simple, quiet, positive-acting, and 
durable ball cock made of the highest 
grade bronze with a steam metal seat. 


The fact that there are more than half 
a million in daily use and the steadily 
increasing sales is an indication of 
their popularity and merit. 


SHERWOOD BRASS WORKS 


Jefferson & Mt. Elliott Aves., 
DETROIT, MICHIGAN 





























Illustration at the right 1s a 
close-up oiew of the simple 
mechanism unassembled. 






One Pin HoldsAll 


Partsin Place 
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a time when very few buyers want to commit them- 
selves beyond their actual requirements for jobs on hand. 

In the meantime, while manufacturers have been work- 
on back orders and filling in orders that 
are constantly received they pretty well caught up 
with demand and will need a much greater activity to 
keep plants running to said that many 


be 


ing on some 


are 


capacity. It is 


jobbers, finding themselves long on stock and short on 
| demand, are seeking business at shaded prices and that 
' this has resulted in much shopping by their customers 
It is even said that some in the trade are gambling on 
their ability to buy at a lower price before they are 
| actually required to deliver to the job, and are figuring 


| accordingly. 
Soil Pipe 


The demand on the jobber is only fair. Jobbers’ stocks 


|} are usually well filled and the business entered with 
them is for actual requirements only, which are taken 
care of without delay. Makers’ prices are not firm. 


Steel Pipe 
Buying by jobbers is light because of the heavy stocks 
Demand on the jobber is fair but not in suffi 
appreciably. Mills 
addition some 
but capacities are not 
Manufacturers 


on hand. 
stocks are 


new 


cient volume to reduce 
still working on old orders 
business constantly being received, 
They are making good deliveries 


made no change in prices. 


in to 

taxed. 

have 
Wrought Iron Pipe 

good stocks and can ship promptly. Job- 

for all 

Prices 


Mills have 
bers’ 
orders received but demand by the trade 
have not changed. 


stocks are in good shape to care promptly 


is slow. 


Enameled Ware 

Jobbers’ and manufacturers’ warehouses are well 
stocked at present. There has been a good increase in 
demand by the plumber during the past month but not 
enough to make serious inroads on stocks. Prices are 
firm. 

Plumbers’ Brass Goods 

A good volume of this commodity is still being moved 
in spite of so-called depression. It has been noticed, 
however, that the greater movement is in the competi- 
tive line, indicating that price is governing most of to- 
day’s purchases. There have been many reports of price 
cutting by jobbers and some manufacturers but, as 
a whole, prices are consistent with the quality of goods 


offered. 


by 


Pottery 

Jobbers are well stocked at present and manufacturers 
still have good business on file. Demand by the trade 
| shows a small but steady improvement. The movement 
of jobbers’ stocks makes necessary replacement orders 
and releases from the potteries. Prices have been re- 
duced on staple bowls and tanks and on vitreous china 
lavatories. 





Range Boilers 
Demand runs from light to fair, according to reports 


from jobbers. Stocks in manufacturers’ warehouses and 
jobbers’ hands are ample and well assorted. Most of 
| the buying by the trade is for quick needs, with few 
purchases made for stock. Prices are unchanged. 
Boilers and Radiators 

An increase in business placed prior to May 1 is re 
| ported. Many orders are already entered for deferred 


| delivery and prospects for good business in this line look 
bright. Deliveries can be made promptly when called 
| for. Prices are steady and unchanged. 

Price Changes Recently Announced 

| Prices of lead pipe and drawn lead traps and bends 
declined another 5 per cent during the week. 
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PACIFIC COAST 


Coast business as a whole continues good, and, while 
there is no boom, new building projects are 
pace with previous months. Every indication is that 
business for the second quarter of this year will be at 
least equal to, if not better than, that of the first quarter. 


Jobbers’ prices on practically all lines are firm, and 
price cutting, so prevalent not long ago, seems to be | 
abandoned in most of the Coast jobbing centers. 

Soil Pipe 

There is very little change in the demand for this 

commodity, which is fairly active. Most distributors 


have ample stocks to take care of their requirements and 


are replacing their stocks at about the same volume as | 


sales. 
Steel Pipe 
The demand for steel pipe, taken as a whole, is good. 
Distributors’ large, if not larger, than at 
uny previous time. No difficulty is experienced in obtain- 
ing prompt delivery from the mills. 


stocks are as 


Enameled Ware 
There is no noticeable change in enameled ware con- 
ditions on the Coast. The Most 
distributors have ample as 
rule, are busy. Manufacturers’ 
are well stocked with all items. 


demand remains fair. 
stocks. Coast factories, 


warehouses on the Coast 


Pottery 
The demand for pottery remains fair. There is con- 
siderable stock on hand among the various distributors 


and no difficulty is experienced in obtaining prompt ship- 
ment from either Coast or Eastern potteries. 
teries, with one or of the 
further reduction of 5 
ware during the week. 


Coast 
along 
announce 


two larger potteries, 


a per cent on most 
Plumbers’ Brass Geods 

The demand for plumbers’ brass goods, especially of 

the better quality, is good. Most jobbers’ are 

ample and prompt shipment can be obtained on all lines 

from Coast or Eastern the 

trade vary in quality 


of merchandise offered. 


stocks 


Prices to 


the quantity and 


manufacturers. 

accordance with 
* Range Boilers 

There is fair demand for range 

distributors have ample stocks at 


a and most 
No difficulty 
is encountered in securing prompt deliveries from either 


Coast or Eastern factories. 


The Metal Market 


boilers, 


present. 


Apr Average Average Average 
28 Mar.,1925 Jan.,1925 1924 
PIG IRON— 
No. 2 Foundry, Chicago, 
furnace ; ‘ $22.00 $24.00 $23.80 $22.15 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
burgh, per Ib 1.90¢ 2.05¢ 2.00¢ 2.14¢c 
Blue annealed sheets, 
Pittsburgh, per lb.... 2.50¢ 2.65¢ 2.70¢ 2.75c 
Black sheets, Pittsburgh, 
per Ib... eae os 3.300 3.45 3.550 3.60¢ 
Galvanized sheets, Pitts- 
burgh, per Ib 4.45¢ 4.70¢ 4.75¢ 4.75¢ 
TIN— 
Straits tin 55.00c 
COPPER— 
Prime Lake, f. o. b. re 
finery eer CTT 13.75¢c 
Electro, delivered 13.70c 
LEAD— 
Chicago 7.60c 
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'G EE 


| FITTINGS 











SQUARE 


lron = Malleablelron 


fe 


We are so proud of Square 
‘‘Gee’”’ fittings that we 
stamp on each one a square 

as a means of instant 
recognition. 











BLER MANUFACTURING CO. 
CLEVELAND, OQ. 


Tl’ T@\' 


THE GR 





me, 





PRODUCTY:::::: 


“GOLD NUGGET” 


BRASS FERRULES 


The manufacture ofquality brass 
ferrules is a specialty wita ua. If 
you want togive your trade high 
grade.accurately madcand nicely 
finished goods standardize onthe 
Richmond Line. Our large ware 
house stocksand unescelled ship 
ping facilities makes trading with 
usa mosteatisfactory proposition 


RICHMOND 


Foundry&Manufacturing Co. 
RICHMOND, VIRGINIA 














Automatic Gas Water Heater 


All you have to do is sell 
the idea of automatic, in- 
stantaneous, never fail- 
ing hot water service-—at 
a saving. The Humphrey 
Automatic does the rest. 


Humphrey Company 
(Div. Ruud Mfg. Co.) 
Kalamazoo Michigan 





Type oy 














| he Perfect Cleaner 


Tubola has been ecien- 
tifcally compoundea to fill 
along felt want for a polishing 
eleanser which will not scratch or 
harm the surface of porceiaip or 
enamel ware. This unusuai clean- 
eer is especially adaptable for use 
in the home, on soda fountains, 
in grocery or meat shops, etc., 
for the cleaning of marble, ename!, 
or porcelain Oxtures. Your cus- 
tomers have been ooking for 
Tubola and here it 1s! 





































The Chamberlain Company. 
TERMINAL WAY , P/TTSBURGH, PA. 


Chamberlain Co.,Ltd... 50 Church St., Toronto, Ont . 


wt 




















— THERMOSTAT 


Makes an automatic storage gas water heater of any 
heater and range boiler. 
Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 





Heaviest standard tank fittings made 


THE 


INDIANA 


BRASS COMPANY 


Frankfort Indiana 




















TraneTraps 


Fourteen corrugation bel- 
lows. All popular sizes and 
patterns. Standardized 
roughing-in dimensions. 
Any pressure to 25 pounds 
and any vacuum to 15 
inches without special ad- 
justment. Interchange- 
able bellows. Write for 
Trane Bulletin 6B. 


The Trane Company 


La Crosse, Wis. 
204 Cameron Ave. 




















NLY one bolt per hanger. It “2° PIPE 


requres no accurate placing 
siace hangers have both lateral and 
vertical adjustments. 


Write for ALL the advantages 


HEALY-RUFF CO. 


770 Hampden Avenue 
ST. PAUL : MINN. 


Style R 





‘The Old Metal Market 
Buying Prices 
Per Ib Wer 
‘ Copper, light ' 
t ( per, uncrucibled 
yt z Nir 1‘ 
| t i 4 Faucets and valves iF 
1 s I id, hea 
11 Ss ' oints 
a] | ire } ted n Tu day ¢ this 
C.S. DEVELOPMENT LEAGUE ON TWO-DAY OUTING 
Nearly forty members and guests of the Californ 
Sanitation Development League, of San Francisco, to 
ether with their wives and families, participated in the 
two-day outing and golf tournament of the league at 
Santa Cruz on April 18 and 19 Norman W. Farlow 
chairman of the league golf committee, arranged the 
iffair and planned some activity for every minute ot 
the time 
On Saturday the golfers of the party tried out the 
Santa Cruz links to limber up for the competition on 
Sunday, while the ladies cast their critical eyes over 


evening a 
Nor 
impromptu 
Mem 


dance 


town Saturday 
the Hotel St. 


toastmaster, 


windows of the 
held at 


acted as 


the shop 


dinner dance was George 


man W Farlow and 


one present. 
the 


home is in 


nearly 
the 


speeches were made by every 


shared limelight at 


league 


Pitts of 


bers of the 


with Miss Zazu movie fame, whose 


Santa Cruz 

morning, the golt 
little after ten. <A 
seven o'clock to 
that 


con 


Scheduled for nine o'clock Sunday 


tournament finally got under way a 


bell-hops worked from 
out of bed 
the light 
golf the 
Monihan were the only players to come close 


busy corps of 


get the golfers Scores turned in prove 


a night of tripping fantastic toe is not 


ducive of the best next morning A. Dalziel 


and W. J 


to their normal scores; they turned in cards of 99 and 
101, respectively, and were awarded cups for low gross 
and low net accordingly A number of the ladies played, 
but failed to turn in their cards 

fter the golf tournament another banquet was served 
and each shot of the morning was played over again 
It is said that M. BE. Wangenheim and R. B. Wolcott 
shot the course in four less than par in the course of 
the afternoon discussion Ross Clark would have tied 
those scores, but while demonstrating the third hole he 
dipped his elbow in a cup of coffee which constituted a 
water hole, and the lost ball and stroke put in second 
place 

The outing came to an end on Sunday evening, but 


the discussions and reminiscences were continued for over 


a week It was such a good time that another outing is 
already being planned 
The scores were as follows 
(ross Net (jross Net 
M. E. W genheim 1160 S ‘. W Farlow 117 WS 
al ”y s4 R. M. Clark 113 9S 
W. Sterr 10 96 W. J. Monihban 101 Su 
I Bb OW 10 95 I Christie 124 124 
‘3 Y Morteor 125 102 Dr. Brown 124 124 
Ryan 128 12s 1 J. Klimm 11% 
\ Whit 112 so 


Through a movement started by the Consumers’ League 
made to change 
the Theodore 
of Theodore Ahrens 
Mis. Ce., 
establishment of a 
the enlarged 


of Louisville, Ky., an effort is being 


the name of the Vocational School to 


Vocational School in honor 
the 
contributed S2250,000° to 


school, 


tional 


Ahrens’ 


Sanitary who has 
the 


represented in 


president of Standard 
trade 
vot a 


which will be 


school. 











PORTLAND ASSOCIATION MAKING GREAT 
PREPARATIONS 
C. S. Whitcomb, chairman of the Automobile Com 
mittee of Portland, Ore., 
requests that all delegates to the National convention, 


Master Plumbers’ Association 


who are planning to drive their own cars to the conven 
tion, will, please notify him at their early convenience 
This is done in order to have a working knowledge of 
the cars necessary to be commandeered for the Columbia 
River Highway trip being planned by the Portland Asso 
ciation for the entertainment of their guests. The trip 
is planned for the day following the adjournment of the 
convention, as it takes from 6 to 8 hours to see ail of 
the scenery, and the brevity of the time for business 
could not allow such a long intermission. It is hoped 
that everybody will be able to remain over in Portland 
the extra day, as it will without doubt be well worth 
any trouble or inconvenience caused. 

Arrangements are being made to provide adequate 
parking space for those who elect to drive to the conven 
tion, and a great number of plumbing tourists are ex 
pected to take advantage of this opportunity to ‘see 
America first.” ; 

Mr. Whitcomb also announces that The Acme Com- 
mercial Photographers of Portland have been designated 
He adds 


in his own way—-that he expects. and hopes to be 


as the official photographers of the convention. 


photographed early and often by the amateur photog 
raphers and camera enthusiasts in our midst 


JOHNSTOWN MASTERS ELECT OFFICERS FOR 1925 

The Johnstown, Pa., Master Plumbers’ Association re 
cently elected the following officers for the ensuing year 
Maurice Ward, president; Curtis Stanton, vice-president; 
W. H. Paul, treasurer; M. J. Miles, secretary. The fol 
lowing were elected to the executive committee: John 
Flinn, H. G. Seigh, John Richards and John McCann. 





Frank Myers, of the Ohio Brass Co., Mansfield, Ohio; G. 
Homer Fraser, of the R. B. Dunning Co., Bangor, Me., and 
(. F. Steeves, of the Walworth Mfg. Co., Boston, at the 
Massachusetts Master Plumbers’ recent convention in Boston 
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SHARON, PA. MASTER PLUMBERS REQUEST CODE 
CHANGES 


Master plumbers of Sharon, Pa recently appeared 
before the city council and requested change and im 
provements in the city’s plumbing code Members of 
the council indicated their approval of the proposed 
changes, and the matter was referred to the head of the 


Department of Public Safety for consideration 


NEW LONDON, CONN. MASTER PLUMBERS 
HONORED WITH A DINNER 


One of the periodical meetings between the Gas De 
partment of the Connecticut Power Company and the 
Master Plumbers of New London, Conn., took place on 
Monday evening, April 20, at the Mohican Hotel in that 
city A fine dinner was served, following which V. E 
Bird, vice-president and general manager of the Power 
Company, addressed the large gathering of master plumb 
ers, dwelling on the installation of gas-fired boilers for 
domestic use Mr. Bird also outlined the mutual bene 


fits which will follow close co-operation between the mas 


rer plumbers and his corporation ( W. Brown, chief 
engineer for the Gas Company, also gave an interesting 
talk on gas-fired boilers, after which a general discus 
sion took place. These meetings are held three or four 


times a vear and are doing a great deal in the direction 
of giving the plumbing contractors a keener insight into 
merchandising Several new member were added to 


the roster as a result of this get-together 


CARNEGIE INSTITUTE’S SUMMER SCHOOL IN 
PLUMBING AND HEATING 


Special attention will again be given to the courses 
in Plumbing and Heating this vear at the Summer School 
of the Carnegie Institute of Technglogy in Pittsburgh 
According to an announcement, courses of six and eight 
weeks beginning June 15 and June 29, will be given by 
the Department of Plumbing, Heating and Ventilation 
in Plumbing, Heating and Oxy-Acetylene Welding 

Special emphasis, says the announcement, will be 
placed upon the advanced courses in Plumbing and Heat 
ing that have been arranged for beginners in the con 
tracting business Courses for the trade will also be 
given in workmanship and various exercises pertaining 
to the plumbing trade will be featured for the benefit 
of teachers 


Inspection trips to the Pittsburgh district factories ot 


pipe manufacturers and plumbing equipment, which in 


clude some of the largest plants in the world, will be 
a regular feature of the work to be covered. by the de 
partment. 

Of interest, also, are the courses in Mechanical Draft 
ing, Patternmaking, Machine Shon Practice, Sheet Metal 


Work and Radio Communication offered by the College 
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of Industries The College of Engineering will give a 


wide variety of courses in Chemistry, Physics, Mechanics, 


Engineering Drawing, Geometry, etc Under General 
Studies, courses will include English, Economics, Mathe 
matics, Psychology and Commercial Law 


OFFICERS ELECTED BY ATLANTA ASSOCIATION 


At a meeting held April 23, the Atlanta, Ga., Master 
Plumbers Association elected the following officers for 
1925 D. A Farrell, president C. J. Warner, vice 
president George Lyle secretary and treasurer; Miss 
Mary Louise Smith, corresponding secretary J. C. Curt- 
right, ¢ J. Warner tichard O’Hara and George Lyle 
were chosen as delegates to the state convention held in 


Atlanta April 27 


NEWARK HEATING CONTRACTORS BEEFSTEAK 


DINNER 
In spite of the partial disguise of paper hats and 
butchers’ apron members of the Heating and Piping 
Contractors’ Newark, N. J., Association were able to 
recognize old triends and many new ones at their old 
fashioned beefsteak dinner, held Tuesday evening, April 
21, at Achtel-Stetter’s, 844 Broad street, Newark, N. J 
A generous sprinkling of guests from the trade in the 


district invitations extended 


Newark 


Metropolitan accepted the 


and arrived in prepared to celebrate the revival 





The beefsteak dinner of the Heating and Piping Contractors Association 


of this been discontinued for sev 
when the affair 


that the had 


which has 
and 


agreed 


function, 


eral years past, was over, it Was 


unanimously time been well spent 


After 
members 


donning the aforementioned aprons and _ hats, 


upon the 
however the 
in on the “‘flash-light.”’ 


friends well-known 


first 


and descended 


groaning board, facing camera for a 


moment in order to get 


Between bites of lamb chops, beefsteak, and the usual 


attributes to such a repast, the gathering was enter 


tained with music by the Moony-LeMaire Orchestra, 
and songs and stories by professional entertainers. 

John H. Nelles, president of the Newark association, 
after a short speech of welcome, introduced Frank A. 
Merrill, of Boston, National President Mr. Merrill, in 
his talk placed special stress upon the coming national 
convention and said that he hoped to see many of those 
present at Detroit during the first four days in June 
National Secretary Henry B. Gombers, of New York 
City, talked in the same vein, and then someone spied 
Chas. P. Gillen, Commissioner of Public Buildings and 


Gillen 
bowling 


that he 
but 


Parks of Newark. said 
had started 


had lost 


Commissioner 
look for a 
his way and was glad he had 


out to tournament, 
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After had another 


and 


refused helping, member 
‘circulate’ greeting old friend 
Almost everybody who was any 


everyone 


began to 


’ 


guests 
and meeting new ones 


body was present, and some of the familiar figures spied 


were R. C. Bolsinger, of Fowler & Wolfe Mfg. Co 
Philadelphia; Ira Morris, secretary of the Newark Mas 
ter Plumbers’ Association; John G. Kelly, of New York 
City; Robert Elder, H. S. Fritts and Harry J. Homer 
of J. D. Johnson Co., Inc., Newark; Jas. P. Rogers, Mat 
thew Rogers and Frank Ebert, of Rogers-Ebert Co 
Orange, N. J.; H. E. Richings, of Monmouth Engineer: 
ing Co., Asbury Park, N. J.; Harry Callaghan and Joh: 
J. O’Brien, of Wm. E. Quimby, Inc., Newark, N. J 
M. Readey and A. H. Dirk of The Ballwood Co., New 
York City; C. E. Pollard, John. Whitman and Howard 
James, of C. E. Pollard Co., Newark, N. J., and A. Chas 
Schliess, of Eselgroth & Co., Newark, N. J. 

The Thatcher Co., of Newark, N. J., was represented 
by R. C. Cook, vice-president; James P. Lyon, secretary 
P. J. Gilmour, W. J. White and James J. Fagin. Na 
tional Radiator Co., New York branch, was represented 
by R. D. Condit and John G. Riordan; Pratt & Cady Co 
by E. Coit Magens, M. Wagner and W. N. Case; The 
Kennedy Valve Mfg. Co., by Raymond H. Jones, of the 
New York branch; American Radiator Co., by Robert 
Scott; The Ohio Brass Co., by Frank F. Myers, and Hoff 


man Specialty Co., by H. G. Matthiessen. 


Edw. J. Bredehoft attended for Handon Boiler Cor 





of Newark, N. J. 


poration, of New York City; Henry F. Schmidt for the 
Wm. H. Page Boiler Co., of New York City; William E 
Krueger, of Hart & Crouse Co.; C. H. Ruppert for Ex 
celso Specialty Works: U. S. Brown for Boynton Fur 


and J. V. A. Weaver for the New York branch 


of Central Tube Co. 


nace Co., 


of Fred J. 
Wollenschlager 


Engel 


Geo. L 


The committee in charge consisted 


berger, chairman, G. W. and 
Dennis 





A recitation building will be erected by the University 
It will be of brick, stone and 
reinforced concrete, three stories and basement, and will 
approximately $350,000. Herbert M. Greene, 620 
North Texas Building, Dallas, is the architect. 


of Texas, at Austin, Texas. 


cost 


Mayor Houston Quin, Louisville, Ky., has reappointed 


the Louisville Board of Plumbing Inspectors. C.,.H 
Eubank continues as chief plumbing inspector, W. H 
Matlack and Allan Ramsay being deputies. The reap 


Scott, Ollie Dusch, Ed 
who with the plumbing in 
five. Scott and 
and Spies are 


pointed board consists of F. H. 
ward Layer and Carl Spies, 
board of 


Layer 


spector makes a Dusch are 


master plumbers and journeymen 
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Floor and Ceiling Plate. 














iin—_ 












ERE are the B & C candidates for Floor and Ceil- 
ing Plate honors, and whether you favor No. 10 
or No. 20, you can’t go wrong. No. 10 is a product of 
evolution and by perfect adaptation to the require- 
ments of its use, it holds its place as the standard Plate. 


Frankly,No.20is an imitation of the No.10, but an imita- 
tion wrought from years of Plate experience into a prod- 
uct worthy to take its place behind the No. 10 at a price 
inducement that is tempting on competitive work. 


The Beaton & Corbin Mfg.Co. 


SOUTHINGTON, CON 














The 
CLIMAX 
Cellar 


Drainer 






Patented 






Just 
These Three 
Simple Fittings 
make the simplest and most 


efficient heating system 
ever designed, one to which 








the thermos bottle principle 
has been applied, one that 
provides Vacuum most of 
the time, Vapor part of the 
time and Pressure when it 
is needed. 










Why use uncertain and costly water-proafing of cement, 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 


in the beginning? 


oo 








No other system is so flex- 
ible and efficient and sim- 
ple. There are no floats, 
return traps, pumps, di- 
aphragms or other com- ; 


plicated mechanism. We'll be glad to 
tell you the whole 


Best of all, “O-E” Fittings story of the O-E 
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are sold at reasonable System — and it's | | 
prices which enable the =a i | BALTIMORE. MD 
contractor to make more us a line—wqwe'll 


non 


: . Our 7 a o 
on every installation. do the rest. No ob- | Pacific Coast Agents: 
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o the atalog 
7 ligation, of ‘course. | » ‘a, Wm. P. Horn Co 
0-E Specialty Mfg. Co. 5) Rialto Building, Deekum Building, 
10 Keefe Avenue S| San Francisco, Cal. Portland, Ore 
MILWAUKEE WISCONSIN bal) | Kerchoff Building, L. C. Smith Building 
4 Los Angeles, Cal Seattle, Wast 
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REAL SATISFACTION 


RECO 
SEPTIC TANK 











Also, in the sale of a Septic Tank you have sold a prospect for a complete Plumbing 
and Heating installation who heretofore missed these comforts for lack of sewage 
disposal. 


The RECO SEPTIC TANK excells all other makes in Size, Design, Quality and Work- 
manship. If you will investigate you will follow the lead of the Best Houses everywhere 
and recommend the RECO SEPTIC TANK above all others to your customers. Write 
for prices and discounts. 

One family size—weight 300 pounds. 


RICHMOND ENGINEERING COMPANY 


930 Brook Avenue RICHMOND, VIRGINIA 
RECO HOT WATER STORAGE TANKS RECO PNEUMATIC TANKS 


KELLY 


WATER CLOSETS. 
With 




















Aluminum 
Raised 
Rear Local 
One Piece Construction Vent 
Wesely Concrete Laundry me 
Trays will not crack, chip, peel All Jobbers 


Sell Them” 


or leak, because they are cast 
in one solid piece. 


Order and insist on getting the 
genuine article. The Wesely 
Trade Mark is stamped on the 
front of every tray. 


Fig. 132 
Patente 





Chas.Wesely Company 
3116~28S re die St., Chicago _THOS. KELLY & BROS. .-. CHICAGO 


3422-24-26 WEST LAKE STREET 


ESTABLISHED OVER 35 YEARS 








Mention Domestic ENGINEERING when writing advertisers 
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Women’s Auxiliaries 


Mahoning Valley Auxiliary Meets 
The Ladies’ Auxiliary of the Mahoning Valley Master 
Plumbers’ Association recently entertained at a luncheon 
at the new headquarters on Lincoln avenue, Youngstown, 
Ohio. Social functions are planned at regular intervals 
throughout the spring and summer months 
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Mrs, A. BE. MeDonald, Mrs. G. T. Tucker and Mrs, Charles 


Mekane, all of the Ladies’ Auxiliary of Worcester, Mass., at 
Massachusetts Master Plumbers’ recent convention in Boston 


Anniversary of the North Hudson Auviliary Observed 

The Women’s Auxiliary of the North Hudson Master 
Plumbers’ Association held a theatre party on the 16th 
of April in New York to witness a performance of “‘China 
Rose” at the Knickerbocker Theatre, followed by a mid- 
night supper at Barkhausen’s banquet hall in North Hud- 
son, N. J. Ninety members and their husbands partook 
of the splendid repast. The tables were decorated with 
spring flowers in honor of the second anniversary of the 
Auxiliary. <A large anniversary cake graced the speak- 
ers’ table and was lighted by two large candles. Carni- 
val hats and pretty souvenirs were at each place card. 

The officers of the Auxiliary are as follows: Mrs. A. 
Steller, president; Mrs. A. C. Krieger, vice-president; 
Mrs. William T. J. Orriss, secretary; Mrs. Chas. Steller, 


treasurer; Mrs. Wm. Borg, sergeant-at-arms; Mrs. Zim- 


merman, past president and state president; Mrs. Weis 
berg, Mrs. Miller and Mrs. Westervelt, trustees. 


Fitting remarks were made in short addresses by the 


following: Mrs. Zimmerman, president of the New Jer- 
sey State Auxiliary; Mrs. A. Steller, local president; 
Wm. T. J. Orriss, junior past president of the New Jersey 


State Master Plumbers’ Association, and A. C. Krieger, to | 


whom the honor of forming the local and also the New 
Jersey State Auxiliary belongs. 

On April 22 the North Hudson Auxiliary accompanied 
Mrs. Zimmerman, the New Jersey State President, to 
Clifton, N. J., where she had the honor of founding 
the Clifton Women’s Auxiliary of twenty members. There 
were also delegations from the Jersey City Auxiliary, 
Montelair Auxiliary, North Hudson master plumbers, 


Jersey City master plumbers, Clifton master plumbers 


and Montclair master plumbers. The inauguration was 


celebrated with a banquet and in the addresses that fol- | 


lowed the keynote of success was sounded for the newly 
formed Auxiliary. 

C. A. Hahn, of Sacramento, Calif., has purchased the 
property at the corner of Twenty-fifth and J streets, and 
has secured the option on the adjoining lot for the pur 
pose of building. The purpose is to expand his business 
in the plumbing line 
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TRENTON 


Boiler Couplings 


The manufacture of range 
boiler couplings is a spe 
cialty with us— our line 
comprising a size and style 
for the requirements of 
any installation 

The ‘Tren-red,"’ a heavier, 
red brass coupling, is also 
made by us for those who 
demand the best obtainable 


Then Trenton Line of 
Plumbers’ Brass Goods that 
make good wherever they 
are installed is carried by 
all jobbers 


0 
) Catalog The Trenton Brass 
“s & Machine Company 
Trenton New Jersey 
































ENTERPRISE 
Brass 


Goods 


Give Permanent 
Satisfaction 


They look right, work right and are 
priced right. Every Enterprise in 
stallation is as handsome as _ it is 
economical. That’s one of the reasons 
that the popularity of Enterprise 
Products is steadily increasing all over 
the country. 





Write for Catalog ‘‘B’’ showing the 
complete line. It points the way to 
bigger profits. 


ENTERPRISE BRASS 
WORKS 


Muskegon Michigan 
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Armstrong Bros. 


CHAIN PIPE _ 
VISE 


DROP FORGED STEEL 


The Ideal Portable Vise & 
RAPID--STRONG--COMPACT 
4," to 8" Pipe 
One turn of the handle 
releases or grips pipe 
\ Write for Catalog 


y 
ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave., Chicago, U. S. A. 














Haas 


Flush Valves tor use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 
service 


Frost Proof Closets. Direct flush 
or after flushing. 





Write for catalog. 


Philip Haas Co., Dayton, O. 

















The SQUARE 
BOSTON 
Grease Trap 


Like the famous Round 
Boston Grease Trap the 
equare pettern is made for 
installation under kitchen 
sinks and smal! restau- 
rants. Measuring only ten 
inches high, it can be used 
where the space is limited, 
but is just as efficient es 
the round pattern. 


R. ESTABROOK’S SONS 


ist and C. Streets So. Boston, Mass. 








WATROUS 


Patent Plumbing Specialties 
Duo-Jet Closets and Flush 


Valves; Urinals, Self-closing 
Cocks; Liquid Soap Fixtures; 


Drinking Fountains, etc. 


Send for our Catalog 


IMPERIAL BRASS MANUFACTURING CO. 
510 S. Racine Ave. CHICAGO, ILL. 
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Noew Business “Ventures 
J 

Baussman Bros. is the name of a new plumbing 


rn in Meadville, Pa 

The Wal-Gate Plumbing Co. has been established 
Walnut Park, Calif., by W. E. Gale and A. C. Drur 

0 Rich and H. G. Weleh have engaged in busi! 
it 4225 South Park avenue, Los Angeles, Calif und 
the name of the R. & W.*Plumbing Co 

Louis Shapiro, Ine Queens, L. IL, N. Y., has 
incorporated with a capital of $3,000, to conduct a plun 
ing and heating business 

J. W. Thompson has engaged in the heating busin 
at 661, Sixth street, Portland, Ore under the name 


the Blue Flame Burner € 


) 

Daniel C. McCallum has engaged in business at 14 
Las Lunas street, Pasadena, Calif., as the Sterling Plu 
Ing Co 

The American Heating Co., of New York City, | 

cently been incorporated with a capital of $150, 
The ineorporators are H. W. Broumund, Jr., M. C. Bri 

und and Fred Berlinget 

Thomas J. Lesko and associates, of Cleveland, Ohi 
have organized and incorporated the Ever Ready Plum! 
ing Company in that city, with a capital of $10,000 

Il soon open a plumbing shop 

The Baker Sanitary Engineering Corporation, of Lo 
Angeles, Calif.. has been incorporated with a capital 
25,000, by R. N tjaker and Charles Sangster of LL 
\ngeles, and F. H. Lyman of Long Beach 

The Louisville Oil Burner Sales Corporation, of Loui 
ville, Ky., has been incorporated with a capital of $106 
000, by Thomas DD. Clines, William H. Clines, and Do 
menoa Marcuecilli The liability limit is $10,000 


6 . a 
Business 4 hanges 


Argo Mauzy. sanitary engineer of Jonesboro, Ark 
having a new building erected on Church street 

S. k. MeNutt, of Sharon, Pa., has moved from 143 East 
State street to his new location at 19 South Dock street 

The Miller Plumbing Co., of Coffeyville, Kan., ha 
moved from S05 Union street into the Morgan building 
at 226 West Ninth street 

The Kelso Heating & Plumbing Co., of Kelso, Wash 
has been re-organized into a co-partnership under th 
name of the Scott Heating & Plumbing Co., with J. BR 


Muntinga as a co-partner in the firm 


TRENTON, N. J, MASTER PLUMBERS APPOINT 
COMMITTEES 

The following appointments on standing committer 

of the Master Plumbers’ Association of Trenton, N. J 

have recently been announced Membership: John A 

Pinto, chairman; T. E. Tootell, John Edelman. Sanitary 

EK. H. Carpenter, chairman; F. V. Walsh, Harry Jamme: 


Auditing F. B. Penrose, chairman; E. L. Pfleider, J. | 
Laey Educational: J. L. Bennett, chairman; C. H. B 
Jones, P. S. Slack. Entertainment: W. S. Dignan, chai! 
man; Herman Westphal, Daniel Sisti jond Frat 


Fell, chairman; Harry Greiner, A. Schermerhorn 
At the May 7th meeting of the association, B. J¢ 
O'Donnell, of the National Trade Extension Bureau 


deliver an address. 
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This &° That, Here & There 


for building for Grace 
be Willis avenue 
streets The build 


will 


completed 
Mich., 
R. 
two stories 
& Lee, 


Plans being 
Hospital, 
Kast, between 
ng will 
250,000, 
re the 
The 
Mich., 


are 
Detroit, 
John 


a 
which will 
Brush 
and 
$5 


at 
and 


contain basement and cost 


Stevens Newbury street sJoston, 


architects. 
Grand Rapids 
Pe 


contract for school at 


let 


general a 


Ames Kimball Co., 38 ar 


The 


cost 


has been to Owen 
Nu. W., that 
and basement 


treet, in city. school will have two 
will about $925,000 


tories and 


S500 


to cost 


North 


a high school, 
D. Chubb, 


architect 


being drawn for 
Mich J 
is the 


Plans are 
Marquette 
Chicago, 


0, at 109 “ar 
born street, 


A five-story and office building, costing $300,000, 
will be erected at South Bend, Ind The 


has been let to Ralph Sollitt & Sons 


store 


general contract 


Plans are being prepared for a $1,500,000 club housé 
for the Cleveland Club, Cleveland, Ohio F. B. Meade 
and James Hamilton, S802) Bulkley building, are the 
architects. 

Plans are made by the federal government for the con 
truction of three new Indian hospitals and an addition 
io a fourth, the work to be done during the next fiscal 
yvear. The new ones will be erected at Klamath Falls, 
Ore., Fort Rock, Mont., and Pyramid Lake, Nev The 
Klamath reservation will have a 1410-bed general hospital 
to cost $25,000; Fort Rock a 24-bed general hospital cost 
ing $20,000, and Pyramid Lake a new hospital and 
rehabilitation of an existing one. Fort Lapwai, Idaho, will 


have an additional structure to care for 50 patients 


“‘Sure-Return’’ Condensation Pump. 


Ask for Bulletin No. 47. 


The Price Is Right 


There isn’t the slightest doubt about the 
quality of the ‘‘Sure Return’’ Condensation 
Pump. It has proven its merit on thousands 
of installations. 


But, in spite of the splendid material and 
workmanship, that goes into each outfit, these 
pumps can be purchased at a very reason- 
able cost. 


It will pay you to get our prices. 


STOCK DELIVERY 


CHICAGO PUMP COMPANY 
2322 Wolfram St. Chicago, Illinois 
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\ tore and office building vill be 
erected at the outheast corner of Park and Walnut 
streets, Mansfield, Ohio Simon Sm; & Bird build 
ing, have secured the eneral contract 

Lorenz & Co., Klamath Fall Or \ ww bidder 
on the new school building to be star 1 ver n Their 
bid for the heating amounted to $16,864.85 and for 
lumbing to 86,567 The general ntra nounts to 
S159 000 

Williamson & Co Kugene Or ha t] ntrac 
for plumbing in the new S5e oe | ! d 
there 

Smith-Courtney Co., In Set Wash., ! he plumb 
ing contract for the ‘D0 000 addition to the curitie 
building in that cit 

MeRae Brothers corporation propose to build an SSO 
“oo hotel in Seattlh t< ontain 53 room It will be 
modern, fire-proof, concrete onstruction rimmed witl 
tapestry tile and terra cotta 

I. J. Blair, Spokane, Wash., has been varded the con 
tract for the plumbing and heating of t) ney t. Ann 
school! His combined bid amounted to S812 ; The 
general contract wa S52 000 

The board of director of the \Y \\ ( \ racoma 
Wash., will start a campaign for $225,000 for a building 
fund With this they expect to finance a structure three 
stories high on Broadway and five on Stadium Way, in 
eluding a modern gymnasium and swimming tank 

Alaska Plumbing and Heating company was low bidder 
on plumbing for the new high school at Molalla. Ore 
eae bid was $4,19 ishlight, Hastorf & Lord were 
low bidders on heating at $10,943 The general contract 
Will be in the neighborhood of S90,000 
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GRANITINE 


t 
de sabewress 


Siow are A LEUEINB 


Laundry Trays 


are guaranteed 


Sanitary and Durable. 
Reinforced and Attractive. 
Inexpensive and 
Well Crated. 

Easy to Handle 
Is the GRANITINE trade 
mark on the trays you buy? 


Factories in Chicago 
Cincinnati and Omaha 

















BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 


LIST PRICE 











1 Quart $ 4.00 each 
'% Gallon 7.50 each 
1 Gallon’ 14.00 each 
- ‘ Ask your jobber for the discount 




















The Northwestern Chemical Co. 


MARIETTA, OHIO 











123 Years Old — Founded 1802. 


Range Boilers 


Riveted 
Welded 
Sure-Tite 


(Copper-Brazed 


Wm. B. Scaife & Sons Co. 
Pittsburgh, Pa. 





‘**X PDNC” 


Reverse Trap 
XPDNC Reverse Trap 
Closet of latest design em- 
bodies the newest ideas in 
Reverse Trap construction. 
It is offered where a 
powerful working, clever- 
ly designed closet of this 
type is desired. 
Ask your nearest Jobber 
for it. 
Made of Castex Whitest 
Vitrified China 








b a 
CHICACO POTTERY CO. 


1924-40 CLYBOURN. AVE. CHICACO. ILL 





Deep Well Running Test at the Plant of the 


Duro Pump & Mfg. Co. - Dayton, Ohio 
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A $250,000 medical and dental building will be ers 


in Everett, Wash., this summer. 

The 
plumbing installed soon before the season gets under w 
This natural erstwhile 
“ole swimmin’ hole’ in Rickreal creek, containing w; 
This park 
hydrants, but 


tourist Dallas, Ore will have ss 


camp at ni 


camp has a swimming pool 


from a pure stream already has some fi 


tains and others will be added. 





Thos. Ek. American. Ue 


America is evidently a 100 per cent 
conducts a plumbing business at 711 E street, 8S. E., Washing- 


Mr. America’s motto is: When in need of a plumber 
“See America First!" 


fon, DD. ©, 


A proposed $30,060 sorority house for the Kappa Kappa 
Gamma Eugene, Ore., is planned 
by A. Glenn Stanton, architect, Portland, Ore. 


organization at being 
Fox & Company will install the heating plant at the 
menagerie in Washington Park, Ore. Otto 
Sehultz will install the plumbing. 
The 


announced 


Portland, 


company, Portland, Ore., has 


factory 


Powers Furniture 


plans for a five-story and warehouse 


building to cost $250,000 on a 100x200 ft. site at East 
Third and Davis streets. Ira F. Powers, head of the 
company, states that contracts will be let very shortly 


Oxwells & Wade, Wenatchee, Wash., have the contract 
high Chelan. The 
Seattle, heating 


school at 
install the 


for plumbing in the new 


Case Furnace company, will 
svstein., . 

Monmouth, Oregon, is preparing plans for a gymnasium 
td cost $10,500 

The $250,000 Hosford school building to be erected in 
Portland, Ore., 
the deaf children otf the 
veniences which science and 
There will be two gymnasiums 


will comprise specially arranged rooms for 
city with all the latest con 
invention have been able to 
provide to aid this work 
for bovs and girls, 
Fred A 
1416 Fifth 
head of the Boy 
Diego's leading plumbers. 


respectively. 
Heilbron, whose plumbing shop is located at 
been elected 


Diego, Calif., has 


San 


street, San 


Scouts oft Diego He is one of San 


On May 1 the California Sanitation Development 
League, of San Francisco, inaugurated another cam 
paign to promote the sale of “one piece sinks.’’ In 1924 


a similar campaign was conducted with very gratifying 


results Collective advertising will be carried in all thé 


local newspapers, and all members of the league wil 


circularize all customers on their mailing lists 


being completed for a $750,000 apartment 


southwest corner of Arlington and Clark 
Ralph C. Harris, 190 North State stree 


Plans are 
hotel at the 
streets, Chicago 
is the architect 
cost $500,000 will 


A sixty-apartment building to 
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3 he Entiteountyside 


is a Market for “HOLYOKE” 
KEROSENE WATER HEATERS 


In every farm home or suburban residence where a 
pressure water system is installed or one is being in- 
stalled, you should sell a ‘‘Holyoke’’ Kerosene Water 












iV, 


fi 
de nel 





ILLINOIS. 


are Real Vapor Systems and justify 
every claim made for Vapor Heat 





The Illinois Modulating 
Radiator Valve insures Quick 


and Positive Control. 


One-half turn from Full 
Open to Closed Position — 
dial shows intermediate posi- 


tion of Valve. 


Packless — Bakelite Handle 


Sizes 34," to 2” inclusive 


Our Engineering Department is at 
your disposal. Write for Bulletin 21. 


ILLINOIS ENGINEERING COMPANY 


Incorporated 1900 
Branches and Representatives in 40 Cities 


Robert L. Gifford, Pres. 


CHICAGO 





Mention Domest 


Holyoke Heater Co. 
Holyoke, Mass. 


Master Plumb 
ers, if you will 
write our near- 
est office they 
will be glad to 
send you the 
Weisteel Com 
partment Bul- 
letin which 
gives all the 


facts. 





Heater, which will lead to further sales of lavatories, / 
bath tubs, laundry tubs, etc. 

Let us send you one of our new at- 
tractive display posters just off the 
press, and a supply of descriptive 
folders. Write us today. 





WEISTEEL 


Are easy to erect, much more 
so than installing plumbing fix- 
tures, because no cutting or fit- 
ting is required. Just three bolts 
are necessary to secure each par- 
tition section permanently in 
place. Is there any reason why 
you should not include the par- 
tition work with the plumbing 
job? 


HENRY WEIS MFG. CO. 
ATCHISON - KANSAS 
Chicago, 105 W. Monroe Street 

New York, 110 W. 34th Street 
Boston, 8 Beacon Street 
Los Angeles, 616 S. Utah Street 






y 
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At the Los Angeles Sanitatic Developn 





ut Lengue'’s reeent 





banquet at the studio of Charles Ray, Hollywood, Calif. 
where the movie star had just finished making a pictur: 
“Some Pampkins” 


erected at 7S53-61 South Shore drive, Chicago H. K 





Holsman, 37 Scuth Wabash avenue, is the architect 

\ bank and office building tc cost $750,000 is to be 
onstructed at Ashland and. Division streets, Chicago 
K. M. Vitzthum & Co., 605 North Michigan avenue 


the architect 





Plans have been drawn for a hotel which will 


£1 .900,00 and will be located at the southwest cor 


td e e 
imp icity of Sedgwick and Webster treets, Chicago. Hooper «& 


Janusch, S7% North State street, are the architects 


Effi t A bank and office building to cost $500,000) will be 
iciency 


erected on Orrington avenue, Evanston, Ill Childs «& 


RK li bili Smith, 720 North Michigan avenue, Chicago, are the 
eliability archibocte 
4 $500,000 home for the Y. M. H. A. will be erected 


7 
Automatically at the southwest corner of Union boulevard and Enright 
Cc ll street, St. Louis, Mo. The building will have two stories 
ontro ed and basement Wm. Levy, Dolph building, is the archi 


tect 





A school, costing $300,000, is under contemplation in 


Produced by a responsible 


Falls City, Nebr The Board of Education will soon 
and reputable manufacturer. select the architect. 
\ hospital building containing four stories and base 
DEALERS ment will be erected at Thirty-fourth and Meredith streets 
National distribution wanted, Omaha, Nebr. The architect is Harvey C. Peterson, 406 


and inquiries solicited from 


7 “ Minance building in that city. 
responsible heating contractors 


Plans are being drawn for a fourteen-story store and 


office building at Second avenue and Second street, Cedar 


Gill Manufacturing Co Rapids, lowa Childs & Smith, 720 North Michigan ave 


nue, Chicago, are the architects 

The University Club, of Milwaukee, Wis., is consid 
ering plans for the erection of a six-story and basement 
club house to cost $500,000. R. Ferry, 491 Jefferson 
treet, is chairman of the building committee. 

E. C. James, of Beaver Falls, Pa., has been awarded 
the heating and ventilating contract for the new high 
school building in Zelienople, Pa. 

The plumbing contracts for the Mingo school building 
and the new Heil building in Wheeling, W. Va., have been 


8300 South Chicago Avenue, Chicago, Ill. 
awarded to Totterdal Bros. in that city. 


Sealed bids will be received by Harvey E. Craig, Truste: 


automatic of Clear Creek School Township, Huntington County, Ind 


until 10 a. m., May 11, for the construction, plumbins 


ee . heating, and ventilating contracts on a new elementars 
a] urner and high school buliding. 
The Miner D. Woodling 


Heating and Ventilating ( 


of Kansas City, Mo., has been awarded the plumbing ant 
heating contracts on the new Northeast Junior high sch 
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in that city on a bid of $67,756. The total cost of the 
Iding amounts to $420,749, and ten bids were sub 


mitted on the plumbing and heating contracts 

4 $400,000 hotel will be erected in Philadelphia, Pa 
at 219 South Broad street The building will contain 
twelve stories and basement Stuckert & Co., 1420 
(Chestnut street, are the architects 

A bank and office building costing $5,000,000 will be 
erected at the northwest corner of Wall and Pearl streets, 
New York City. Benjamin W. Morris, 101 Park avenue, 

the architect 

Barr & Anderson, of Vancouver, have been awarded a 
contract to install the plumbing and heating system in 
the new hospital at Nanaimo, B.C. The contract amounts 
to 814,300. 

A hospital costing $300,000 will be erected in Kenosha, 
Wis Max Dunning, 304 South Wabash avenue, Chi 
cago, is the architect. 

The Vance Plumbing Co., of Henderson, N. C., has 
been awarded the plumbing contract, and the Demott 
Heating Co., of Durham, N. C., the contract for the heat 
ing for the new two-story building of Wilson & Lee, of 
Duan, N. C. 


Mrs. E. L. Cass, of Mexico, Mo., will continue to con 
duct the Mexico Plumbing Co., founded by her husband 
who recently died. 

Charles Murrel, 30 Silver street, Sharon, Pa., has just 
completed the plumbing and heating installation in the 
Moose Temple of that city 

S. R. McNutt, of Sharon, Pa., has been awarded the 
plumbing contracts on 39 new residences being erected in 
that city. 

A. HH. Higham, Salt Lake City, Utah, contractor, and 
president of the Utah State Association of Sanitary and 
Heating Engineers, has left on a business trip to Idaho 

Roy Spencer, Salt Lake City .contractor, has been away 
from business for some time on account of illness He is 
secretary of the Salt Lake City Association of Sanitary 


and Heating KEngineers, and a member of the board of 


governors of the Utah State Association 
T. M. Barr, Salem, Ore., has been awarded the plumbing 
and heating contract on the new $75,000 addition to the 


United States National Bank of Salem 








Ruud Light Opera Trio, of the Ruud Mfg. Co., Pittsburgh, 

Va., which entertains thousands of radio fans in conneciion 

with the Ruud Light Opera, now being broadcast every 
Monday evening at 10 o'clock Eastern Standard time 
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Our 


Wide Open /; 


or 


Shut Tight 


No half way business about the 
valve in the Advance Ideal Auto 
matic Cellar Drainer. Consequent 
ly the only time it uses any water 
is when it is in operation. Built to 
last a life-time, with no delicate 
parts to break or get out of ord 


The Advance Ideal 


Automatic 
Cellar Drainer 


Valve is rubber seated— therefore 
always tight and no grinding is 
necessary. All working parts are 
above water, thus eliminating de 
terioration from corrosion. Abso 
lutely reliable and fully guaranteed 
to give perfect service when prop 
erly installed. 















Patented 


Order from your jobber 


J. A. ZURN MFG. CO. — 


Manufacturers of a complete 
line of plumbing special 
ties in cast iron and bra 


ERIE - - - PENNA. 


Warehouse: 1624 S. Clark St., Chicago, Il 


BRANCH OFFICES: New York, Philadelphia 
Piteshusah, Loe Angeles, San Frenciece 
Seattle, Portland, Montgomery, Ala 

















IMPLICITY and distinctiveness 
| are combined in Rundle Built- 
| In Bath Tubs, effecting a departure 
in design that appeals to the dis- 
criminating. Refreshing individu- 
ality is evident throughout the 
Rundle line of white enameled 
ware. Quality is the very highest. 
Our policy has always been to build and 
sell our products in such a manner as 


to maintain the good will of all those 
who buy or use them 





Send for catalog and prices. If you don't 
know the name of the Rundle jobber 
near you, write us 


Rundle Mfg. Company 
MILWAUKEE, WIS 


(RUNDLE. 


ound Sanitary Enameled Ware and Fiioas ft 
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|pesssasinassaaasaaasasssssnsnssaasaiennsy Swimming - Pool N ews 


A bond election for $100,000 is proposed in Leesbu 
Fla., for municipal improvements, to include construct 
of a swimming pool. 

The Y. W. C. A., 614 E street, N. W., Washingt 
D. C., is to erect a clubhouse, to include a swimm 
pool 

Preliminary plans are now being prepared for co: 
struction of a swimming pool to cost about $20,000, 

G. Henshaw, of Alameda, Calif. 


Number 19—Special Light Bar Loveland, Okla., has recently been the recipient of 


Grand Haven Brass Foundry, Grand Haven, Mich. gift of a $10,000 swimming pool. J. C. Penney, | 











1 Foote, and Donald Foote were the donors 
RASA EES ‘ 
ALA eee 











The Chicago Boys’ Club will build a swimming pool 
an addition to its clubhouse at 1725 Orchard street, (} 



























































eago, as a result of a gift of $51,000 by J. S. Duncan 
UNCONDITIONALLY GUARANTEED ie eal! 
Sheldon, lowa, is to have a new swimming pool ju 
> ARROW ~ mt tn a 
TRADE MARK Chillicothe Country Club, Chillicothe, Mo., is to hav: 
swimming pool and skating pond 
SS T A new swimming pool and bathhouse are to be con 
T A tructed in Griffith Park, Los Angeles, Calif. 
2 N Charles Bence has been awarded the contract for the 
construction of a new swimming pool in New Britain 
E aA Conn 
L G Work will soon be under way on the new swimming 
pool for the Montana State Normal College, at Dillon 
PNEUMATIC—STORAGE—SPECIAL Mont 
Black or Galvanized A new out-door swimming pool is the latest project of 
The Novelty Steam Boiler Works Company the Ladysmith, Wis., American Legion The pool is to 
Factory, 917-929 S. Howard St. BALTIMORE, MD, he located in Memorial Park. 
Scranton, Pa., is to have three new swimming pools 
within the ensuing year They are to be constructed in 
North Seranton, South Scranton and West Scranton. 
PIERCE BUTLER & The St. Louis, Mo., Optimists’ Club is raising funds for 
9 the construction of a swimming pool at Bellefontains 
| PIERCE MFG.CORP. | |}? rr 
. . ' : 
sids have been called for the construction of a swim 
Makers of. ming pool in Hillyard, Spokane, Wash. The estimated 
cost, $10,700. 
GooD BOILERS AND Aron Swartz is about to begin the erection of a 100x110 
RADIATORS ft.,bathhouse at the corner of Gable and Chicago streets 
Los Angeles, Calif., to include a swimming pool. 
BRANCHES IN ALL PRINCIPAL CITIES 
GENERAL OFFICES P ee. if. S ti 
41 EAST 42nd STREET -:- -1- NEW YORK,N. Y. UO omfort lations 
. The city of Evansville, Ind., has contracted for thr 
: construction of three comfort stations in the heart ot! 
the business section. 








Contract has been let for the construction of a publi 
| Development in Automatic 
Heat Regulators 


comfort station on the east side of Ocean avenue, Lon: 
Branch, N. J. 

The Little Rock, Ark., Professional and _ Busines: 
Women’s Club will build a comfort station for the women 
of the rural communities who attend the curb market 
sales in that city. 


|| The New Model 77 with 7-Jewel Clock, 
| 8-Day Thermostat! 


Write for description and price 
The new comfort station on the William Penn Highwa 

INNEAPOLIS in Myerstown, Pa., is nearing completion. 

Heat Recutator Co. 


Established 1885 


2801 Fourth Ave., So. Minneapolis, Minn. 


& ci 


Niagara Falls, N. Y., is going to build a new $15,0" 
comfort station at the automobile camp. 





H. O. Heiser has been awarded the plumbing contrac! 











for the new comfort stations to be erected in William 
port, Pa. 


ee | : 
‘ | The Climax of 40 Years of 
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Bath a Day Movement 


ng up! This week we add eight more cities to the list 
those in which “The Story of the Bath” is used as supple 
cs j 


mentary reading in the schools. Due 


to the good offices of Raymond C. 


Green & Co., Jenkintown, Pa., sia 
more Pennsylvania school systems are 
supplied, those of Cheltenham and 
[bington Township; also the schools 


m Rockledge, Ashbourne, Beth Ayres 
Vorth Glenside. R. H. Hill, Nickerson, Kansas, informs us 
he has placed “The Story” in the schools not only in 
surrounding  territor 
lumbing Company, Kelso, Washington, is introducing “The 


Sto into the schools of that cit 


R. HILL writes that in placing “The Story’ in the 
Vi schools of his vicinity, he offered three prizes 
» for the best essays by school children on the 
booklet, $5, $3 and $2. He had many entries and, to 
quote him, “This sure was good advertising for my busi 
ness.’ Naturally, local newspapers reprinted the winning 
essays That is news. Mr. Hill shows that he under 
stands the uses of publicity 

The Raymond C. Green Company, Jenkintown, Pa., is 
certainly staging one of the most efficient Bath a Day 
campaigns possible. It has secured the co-operation of 
the Philadelphia Suburban Gas and Electric Company, 
which has also placed an order for Bath a Day material 
and is “tying in’’ with the effort of the plumbers 

Think of blanketing ten communities with a Bath a 
Day campaign! With the co-operation of the gas com 
pany the results of this effort ought to be most satisfac 
tory. It is evident that the entire matter was gone into 
thoroughly with an eye to making it most effective 

We are honestly and sincerely convinced that no better 
campaign can be undertaken by any individual or any 
issociation of master plumbers To awaken a_ whole 
community to the benefits of frequent bathing is to pre 
pare the public in the best possible way for the direct 
selling effort. Many an advertising campaign falls down 
because the public has not been prepared for it by a 
proper educational campaign. 

With June set aside by the National Trade Extension 
Bureau as Bath a Day Month, it is time now to lay plans to 
take advantage of the interest that will be created all 
over the country in this movement. 











Section of the exhibit of the Master Plumbers’ Association of | 
the Oranges, N. J., at the “Buy at Home” Show held recently 


at Orange, N. J. 





DOMESTIC ENGINEERING LU5 





Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 


All Lead—Copper —Galvanized 
ron 


Every Flashing Adjustable 
Every Flashing Perfect 


LS ANY . 
RA: : 
HY —> Manufactured only by 


SIMPLEX MFG.COMPANY, 213 W. Austin Ave., Chicago 


Rollin C. Wilson, Direct Factory Representative 
7 E. 42nd St., New York City 














Johnson Burners 
make good 


Proven by twenty years’ success 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 
Plans and Directions Furnished 
Ask for latest bulletin, No.28D 
—a valuable booklet describing 


Johnson Improved Rotary Burner 
Type 22 for Heating Plants 
Main Offices 


Ss. T. JOHNSON CO. 


94°-950 Arlington St., Oakland, Calif. 


— i 
— $$$ ‘ 
“ eet WG 


TANK UNDERGROUND 


_— ~ eee at ee ~ ~ 
Crass lor ee ae ae AN 



















SORES el Nis uasetoe eae wee 


Sell Home Comfort! 


You'll find it easier to make sales and more 
profitable if you talk convenience and 
comfort running water all over the 
house. If you are a Paul dealer selling 
the sturdy de pe ndable Paul Water Sys 
tems you can guarantee that convenience 
with a minimum of attention and upkeep 





(Write for dealer proposition 


Water Systems 


forHome andFarm 
: Self-Priming Self- Oiling Fully Automatic 


Ft. Wayne Engineering & Manufacturing Co. 


Main Office and Factory: 1706 N. Harrison St., Fort Wayne, Ind. 











))) 








If you want 


the best nipples made 


at a price no higher than you 
now pay for others, call for 
“PABST” and see that you get 
them. Ask your jobber. 





PABST 


FRED PABST CO., Mfrs. NIPPLES 
917 Chestnut St. Milwaukee, Wis. 
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Vent Stack Sleeves 


The next time—for satisfaction—use 


wing Check Valve 


. All Bronze Working Parts 
Solid Brass Body 
. Valve Open 14 Inch 


Except when there is a flow of water 


Valve Closes and Holds 


Under slightest back-pressure. 


Full Water Way 


Globe shaped body. 


Hexagon Cap Plug 


Permits easy accessibility. 


The first real improvement in check valves. 


Made in 1/4"=34'"-1"-114'-11/9"-2"-21". 
Full particulars on cequest. 


OTHER JOSAM PRODUCTS 


Drains and Traps for Every Purpose 
Soil Pipe Connectors 


Double Eccentric Flange Unions 


Combination Closet Bends and Fittings 


For Sale by all Plumbing Supply Houses. 





There is a Josam Drain for Every Purpose 









The Josam Mfg. Company - 





Factory: 


Canal 


Road, Michigan City, 
Sales Offices: 4904 Euclid Avenue, Cleveland, Ohio 





































The 
Hessler 


Adjustable 
Roof 


Flange 


BRUNIA ANN U1 





adid NOW! 


Our 
Catalog 
he 





and grief out of 
One man can do 
No hot lead, 


oakum or putty needed—and no other 


Takes the trouble 
flashing vent pipes. 
the job in ten minutes. 


tool than a hammer. Instantly ad- 
justed to the pitch of any roof. Suit- 
able for standard or extra heavy pipe. 
Made in six sizes in galvanized or 
solid copper. 

If your jobber cannot supply you 


.* write us—we can. 


H. E. HESSLER COMPANY 
SYRACUSE NEW YORK 
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Mention Domestic ENGINE! 


Keeps the 
Bathroom 


Floor Dry 


Separate the shower 
stell from the bath- 
room proper and make 
the job really modern 


and up-to-date. A 
curtain is not the 
proper method, be- 


cause it is unpleasant 
to the touch and soon 
becomes unsightly. 


The C&S 


Shower Door 


presents the real solu- 
tion, because it is the 
only door that is 100% 
waterproof and can be 
so guaranteed to your 
customers, 


There is a size and style 
in the C & S Line to 
meet any requirement. 


Our 
( ataloo 
m 3, 





G when writing advertisers. 
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CUES 636 Pat§June 12, 1923 


SOLD THRU JOBBERS 
New Catalog Now Ready 


Crist & Schilken Co., Inc. 
PITTSBURGH, PA. 


Expansion Joints 


Back Water Valves 


Concrete Inserts 


Indiana 
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fact 
often 
that 


the 





KADERS will recall 


that we 





have stressed 


man 


column, the fact many a 
chiefly 


palatable 


in this 


been his ability to 


the 
leath of 


remembered because of put 


form in the 


the 


short, announcing 


head of 


truth in 


the most famous 
that the 


the 


one ot world’s 


dvertising agencies, it is a strange fact 


papers have taken note of that characteristic ot man 


One and all they have referred to his “epigrammatic 
philosophy.” 

In China, the scholarly man must be able to carry in 
his head many thousands of epigrams. The old and wise 
teachers of China are remembered for their quaint, quiet 
way of putting truth into pleasing phrases Today we 
quote Franklin and others many times a day because 
they had that happy faculty of putting the ‘‘meat”’ of 
things into few words. 


Watch how quickly the public will attach an apt phrase 


to a man in public life Roosevelt and his ‘‘nature fakers” 


were associated always while he was alive Lincoln's 
wisdom lives after him in phrases that have a ring of 
truth which will never die Washington's words on pre 


paredness prove him to have been a man of deep insight 


The number of men thus associated with unerring ability 


to say the right thing is many Every school child can 
quote Patrick Henry or Nathan Hale 

There is a never-ending freshness about the quips by 
vhich we sum up experience, gild it with humor and 


make even unpleasant things palatable We try to keep 


that freshness in the epigrams printed in this column 
each week. Certainly no form of advertising could be 
less expensive. Try it next week. Each day copy one 
of the epigrams below and hang it outside your store 


The office boy regrets he has not more than two grand 


mothers at this season 
* it a 


Huge amounts of insurance are being written on um 
pires these days. 
* * + 
AS you sew, sO must you rip 
- * 
Be content. Half a loaf is better than no vacation 
- mw a 


Ambition is the fine art of passing the buck to yourself 


* * * 
Just what could a movie actor strike for? 
* 
Usually the greater the horse-power the less the horse 


ense 


severed his connection with F. E 


G. A. Whitaker has 
larkel and has accepted the position of mechanical engi 
heating, the 
$40 Marietta 


Loitis 
street 


er in charge of plumbing and for 


Heating Company at 


\itlanta, Ga 





NGIN] 


has 


trade 








KRING 


‘The New 
OHIO 








Your one best 
bet in Gas 


Water Heaters 


The superior qualities of 
Gas Water Heaters have 
a ‘buy word 


OHIO 
long been 
mong plumbing con 
remarkable 

provements embodied in the latest 
OHIO models 
profitable than ever before 


tractors and the 


pep ren res ore sree srr rrr 


make them more 


Perfect combustion 
absorption of all heat through the 


omplete re 





coils, less pipe fitting and the ut 4 

most simplicity of installation and Order E 

operation make The New OHIO From i 

The Gas Heater Without An Your E 

Equal.’ Let us send you full de Jobber 

tails NOW 

THE OHIO HEATER CO. 
COLUMBUS OHIO 
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Close Roughing Closet 
Seats 


We are now in position to furnish our popular 
No. 29 Toilet Seat with Close Rough Hinges. 
No change in quality—same select stock—same 
good workmanship. Three finishes. Natural 


or Golden Oak or Imitation Mahogany. 


For Sale by Your Jobber 


The Olmstead Thomson Mfg. Co. 


New Britain, Connecticut 
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Wade Traps Are Sanitary 


This grease trap for laun- 
dry trays with accessible 
flushing cleanout, is abso- 
-lutely water and gas tight. 
i No sewer gas can escape even 
when cover is removed for 
cleaning. Deep water seal 
prevents grease passing out 
and clogging waste pipe. 

Write for catalog showing 
full line. 


g 
= 
: 
WADE IRON SANITARY MFG. CO. 





3 
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551 W. Fulton St., CHICAGO 
el UIT @ Te CULL Ue ete HLL eT 
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RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 
No Calking Necessary 
When ordering state SIZE 
and PITCH desired 
PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 


. - a 
—— — 


Coolers Will Bring ft 
Summertime Profits 


Hot weather is cooler fountain time, In- 
dustrial plants are big prospects for rhey 
realize cool water for workers means 
better production for them. Sell them 
Halsey Taylor Cooler Fountains, the 
only fountains with automatic stream 
control and sanitary two-stream projector. 
. Write. 


° a The Halsey W. Taylor Co 


Warren, O. 


INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 




























Qutomatix 
dluam bontrol 





Always works. Noth- 
ing to get out of order. 
Brass working parts 


Pat. Dec. 3, 1914 submerged. 





The Signet is clean, 
sanitary, simple, dur- 


Write for 
able and efficient. 


details 


CRAMPTON-FARLEY BRASS CO. 
KANSAS CITY, MO. 
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Convention Dates 


May 4 and 5, 1925.—-The annual convention of the Flo: da 
State Master Plumbers’ Association, at Chamber of Comms: 
building, Jacksonville, Fla 

May 4 and 5, 1925.—The annual convention of the 
nessee State Association of Sanitary Engineers, at Memphis, 
Tenn., with headquarters at the Hotel Clairidge. 

May 4 and 5, 1925.—The annual convention of the Okla 
homa State Association of Master Plumbers, at the Mayo 
Hotel, Tulsa, Okla. 

May 7 and 8, 1925.—-The annual convention of North Caro 
lina Master Plumbers’ Association, at Shelby, N. C. 

Many 11, 12 and 13, 1925.—The annual convention of the 
Kentucky Association of Master Plumbers, at the Crab Or 
chard Springs Hotel, Crab Orchard Springs, Ky. 

May 12 and 13, 1925.—-The annual convention of the Conne; 
ticut Master Plumbers’ Association, at Dorpsch Lodge, New 
Haven, Conn 

May 12, 13 and 14, 1925.—The annual convention of the 
New Jersey State Association of Master Plumbers, at Grotto 
Auditorium, Jersey City, N. J. 

May 13 and 14, 1925.—The annual convention of the Penn 
sylvania State Association of Master Plumbers, at Wilkes 
Parre, Pa. The sessions will be held In the Iren Temple. 

May 19, 20, 21, 22 and 23, 1925.—The annual Convention of 
the National District Heating Association, at West Baden 
Ind. 

May 26, 27 and 28, 1925.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at French Lick, Ind 

June 1, 2, 3 and 4, 1925.—The thirty-sixth annual conven 
tion of the Heating and Piping Contractors’ National Asso- 
300k-Cadillac Hotel, Detroit, Mich. 

Meeting of the National Associa 
Jeach Hotel, Chicago 


clation, at the 

June 9, 10 and 11, 1925. 
tion of Brass Manufacturers, Edgewater 

June 15, 16 and 17, 1925.—The annual convention of the 
Wyoming Master Plumbers’ Association, at Thermopolis, Wyo 

June 15, 16 and 17, 1925.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
the Hotel Traymore, Atlantic City, N. J. 

June 19 and 20, 1925.—The annual convention of the Cali 
fornia State Master Plumbers’ Association, at Portland, Ore 

June 21 and 22, 1925.—The annual convention of the Master 
Plumbers’ Association of the State of Washington, at Port- 
land, Ore. 

June 22, 1925.—The annual convention of the Oregon Asso 
ciation of Master Plumbers, at Portland, Ore. 

June 23, 24 and 25, 1925.—The 43rd annual convention of 
the National Association of Master Plumbers, at Portland, 
The sessions will be held in the Portland Auditorium 

June 2%, 24 and 25, 1925.—Annual convention of the Women's 
Auxiliary to the National Association of Master Plumbers, 
at the Municipal Auditorium, Portland, Ore. 

September 15, 16, 17 and 18, 1925.—The annual convention 
of American Society of Sanitary Engineering, at Decatur, I!! 





Ore. 


PLUMBING EXHIBIT AT ARCHITECTS’ SHOW 

One of the features of the Architects’ Show, recently 
held at the Grand Central Palace, New York City, was 
the booth of the A. F. Curtin Valve Company, Medford 
Mass., which displayed the working of this concern’s 
valve. The front of a tank in a.closet combination had 
been cut giving the 
visiting architects an opportunity to see the valve under 
The Massachusetts compan) 
instructive one 


away and a glass front inserted, 
working conditions. 
had made its exhibit an attractive and 
and both A. F. Curtin, who is a practical master plumbe! 
and former national director of the National Association 


of Master Plumbers, and his two sons, John J. Curtin and 


actual 


Andrew Curtin, were in attendance. 

is planning to construct a natural sand 
bottom swimming dam site in the Watab 
river at Sartell. A new dam is to be built with a flood 
gate, and it is expected that the pool will be ready 


Sartell, Minn., 
pool at the 


use this season. 
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told an awfully good story about a family calamity the 


day the White Sox optned their season in Chicago It almost 


made us weep it sounded so sad I think we disposed of 
it two grandmothers and three or four uncles 
When we had finished and were awaiting a reply to our 
request for the afternoon off, the big chief said, “Well, it 
seems to me that such a situation calls for special considera- 
tion from your colleagues here in the office. I would suggest 
that we form a special escort for you for this afternoon.” 





Him said he didn’t love we, 
Him cry, 

And so us threw him over 
When him deserted I, 


\ hurse is a dern poor wagin to taik yer first trip to church 


even made we 





in “SY” MARTIN, Owensboro, Ky. 
THE BUSY ESTIMATOR 

We thought him very busy, he worked so very hard; his 
figures made us dizzy, a woovzy, wobbly bard It looked as 
if he figured a million bucks in jobs, his estimating beggared 
dreams of riches made in gobs He must have contracts 
piling into six eyphers round; so thought we, gently smiling, 
and walked without a sound He covered sheets with col- 
umns, and grimly totalled them; he made us feel like street 
bums, he worked with such a vim. Until we saw the pages 
he'd filled, this crazy stiff, were batting averages, based on 
the usual “If.” If this one hit a homer, he’d win the weekly 

pool,” He's now a jobless roamer, our estimating fool. 

L, 3, Oakland, Calif 
I KISSED HER—No. 40 
It Was early last December ‘ 
And all that I remember 
Is that every single member 
Of the starry constellations appeared 
before my eyes; 
The moment was propitious 
So I kissed her; then the dishes, 
Pots and pans and iron kettles came like rain 
drops from the skies 
(/’m sitting up now, thanks, 
But I've given up such pranks.) 
J. E. C., St. Louis, Mo 
TWO TONGUE SANDWICHES 

Jones was arrested for murdering his family doctor Hi 
wife was ill The doctor came, looked at her tongue and 
said she needed a stimulant. 

Here's another version: The lady had called in the doctor 
Oh, dector,” she said, “I feel so tired and run-down.” “Let 
me see vour tongue,” said the doctor 

T. P. O'C., California 

Flossie Proper says that if, at a dinner, your hostess 
apologizes for the fceod or service, just say kindly, “Oh, I 
had dinner before I came.” It will put her at ease instantly. 

\nd another thing, men When you've had a young lady 
out for the evening, as you leave her say in an off-hand 

iy, “Well, kiddo, I hope the three seventy-five I spent 
onight gave you a good time.” Girls like generous spenders 

OVERLOOKED 

Prosecuting Attorney (to opposing lawyer)—-You're the 

gest boob in the city. 

Judge (rapping for order)—Gentlemen, you forget that I 
im here. 

The gentleman at the adjacent desk says he cut his tecth 

a Tt But Y? To raise a baby that way is certainly L. 


i FT F. 
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VITRIFIED PORCELAIN ENAMELED 


Our Vitrified Porcelain Enameled finish, which 
is fused onto heavy gauge “Armco Ingot Iré 

at 1800° of heat the same as on the bathtub « 
lavatory, gives our Medicine Case th 
permanence as the other bathroom fixtur¢ 


( 
g 








MEDICINE CASE 
A Plumbing Fixture 


i tumbler holder H hand ! u n 


ABRANETTE CORPORAT I¢ 
2 S. SIBLEY STREET, CHICAGO 








Sold 

By All 
Good 
Jobbers 
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Get This One! 





New style 
which « be 
moved for cleaning 
withoutdismantling 
the entire fire pot 


DETROIT 


Fire Pot 
Number 50 


construction 


ARenerator 


an re 


and lasting 


Its rugged 
efficiency more than compensate for its 


slightly higher cost. As a matter of 
fact, considering the intense heat 
generated and the ease with which the 
Detroit No. 50 can be cleaned, it is not 
only the strongest but actually the 
cheapest Fire Pot on the market. Full 
details gladly furnished. 


DETROIT TORCH & MFG. CO. 
Detroit, Michigan 

New York Office: 45 Warren St Canadian 

Rep.: George P. Fraser, 39 Tyndale, Toronto 

2131 E. 9th 


Kettmann & Ten Eyck Sales Co 
St., Los Angeles, Calif 
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GALVANIZED 
STEEL SINKS 



































HESE sinks are made 

of the best quality open 
hearth sheet steel with weld- 
ed seams and galvanized 
after completion. 


There are no crevices or 
pockets where dirt can ac- 
cumulate and no spot left 
ungalvanized. 


We make them of any size 
and dimensions to fit into 
any required space. Special 
sinks for any service, of steel 
from No.12 gauge to 14 inch 
plate. 


L.O. Koven ©& Bro., Inc. 


General Office and Works: 
154 Ogden Ave., Jersey City, N. J. 





Our 
) Catalog 
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Heating Department 
1,529,087 Ventilator Andrew L. Riker, Fairfield 
Conn A device of the character described, comprising a 
frame including spaced apart memb®rs, L-shaped lo I 
having their opposite ends fixed in the members, L-shaped 
louvers between the fixed louvers and having their op 
posite ends pivoted in the members, all of the louver 
being spaced apart, and means for swinging the pi d 
louvers on their pivots to open position to allow pa 
through the frame and between all of the louvers or to 
closed position to interrupt all of said passages, said 


means including an operating bar pivotally associated with 


tid pivoted louvers and resting upon one ot the member 


* . 
L,O2a,4kn Ventilating Device Walter C. Parrott and 
Qtto N. Hesselmann, Dyersville, lowa In a device of the 





shutters adapted to close one 


slidably 


Vpe described, a casing, 


nd of said casing, a shaft, a fan mounted on 














aid shaft, said fan being adapted to move longitudinally 


a short distance when said shaft is rotated, and means 


for opening said shutters, said means being actuated by 


the longitudinal movement of said fan 


+ - * 
1,529,799 Temperature-Regulating Device Charle 
W. MeCoy, Spokane, Wash. <A temperature regulating 


device for moving compartments comprising a tempera 








~ 


ture varying apparatus, a series of separated wheels sup 


1 


ported on the sides of the compartment and located 


on the inside near the top of said compartment, 1 
wheels provided with a series of vanes, separate casit 
for each of said wheels 
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“QUIK-OPE”’ 


Cocks and Faucets 


will boost your sales and make new friends for you. 





Send today for 
prices on this attrac- 
tive line. 


Why sell the slow 
opening faucets when 
“QUIK-OPE”’ can be 

be sold at very near the 
vith same price? 





Haydenville products are sold only 
through the jobbing trade. 





THE HAYDENVILLE COMPANY 


HAYDENVILLE - - MASSACHUSETTS 
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Kitchen Katch-All 


The Sanitary Under-the-Sink Strainer 


vil ZTED 

ty ral Vien x. 

“hi 2 @) Ula 
ESTIGE Clean 
r San- 
. Only 7 ferrules 7 
out of 700,000 Con- 
returned ient 


during 1924. 
Can your 
source of 


supply 








Our 


Sa \ as > ¢ atalog | 


HE real merit of the Sanitary Kitchen 

Katch-All is recognized immediately and 
brings about quick repeat sales from friends 
of house-wives who are the proud posses- 
| sors of a Sanitary Kitchen Katch-All. 
Manufactured by 


Phoenix Brass Kary, | THE OHIO METAL UTENSIL CO. 


1Deavatal ton, 1510 East 45th Street CLEVELAND, OHIO 


























Mention Domestic ENGINEERING when writing advertisers. 
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ACME-DETROIT 
Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handle end also fur- 
nished with a long spout for three 

h nickel-plated 
joint Brass unions 
for 4 % inch I. P. connection 


os R 


Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


If your jobber hasn't our goods in stock write us, giving his name 


Acme Brass Works. Detroit. Mich. 


tative: Kessel & Muller, 150 Nesseu St., New York 
H. E. Crum, Jr., 400 N. Michigan Ave., Chicage, Ill. 






















No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


THE BULLARD ROOF FLANGE 


is acknowledged as the only PERFECT 
FLANGE by busy men who have made satis- 
fying installations. 


THE BULLARD SPECIALTY CO., Tiffin, Ohio 











JOHNSON GAS LIGHTER 
FOR WATER HEATERS 


Passing up quick and easy my 
is like throwing money aw 
Don't do it. Sella JOHNSON . 
GAS LIGHTER with i ; 
heater, equip all old ones. It fe i 
within the reach of everyone and 
2 you make double profit on each | ] 
sale—one on sale—one on Iip- | 2 € 
stallation. The JOHNSON GAS | F 
LIGHTER 1s absolutely safe— ‘ 
Underwriters approve {t—nothing 
to get out of order— fully guaran- 
teed. The RED RING on wall 
plate gives positive indication as 
to gas being on or off. This 
exclusive feature of the JOHN- 
SON GAS LIGHTER 
GET BUSY Order from your 
Jobber today 


Johnson-Murphy Co. 
10226 Woodward Ave. 
DETROIT, MICH. 


4 


Raising RED RING to 
hook on Wall Plate up 

stairs, tighte heater in 
basement Dropping 
RED RING ashute off 
gas. POSITIVE AC- 
TION 
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Tested and 
Guaranteed 


Made from the purest of 
copper. Spuds tapped with | 
a deep thread to fit full | 
quarter twenty rods. 
Tested before shipping and | 

guaranteed to stay tight as | 
long as the copper itself im! 
lasts. 








Write us for quotations on your requirements } 


The Reichert Float & Mfg. Co. | | 


2238 Smead Avenue Toledo, Ohio | 





i 
| 
| 
} ) Manufacturers and jobbers: Our prices are right. 
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1,530,186. Radiator, James W. McFarland, Los An- 
geles, Calif. A radiator comprising headers having one 


vertical walls inclined and formed with an open- 
ing, bosses formed interiorly of the headers adjacent to 
said openings, sections between the headers, and 
connecting members at the ends of the core sections, each 
of said connecting members having a horizontal portion 
communicating with the adjacent end of the corresponding 
core section and a vertical portion tapered and adapted 
to contact with the inclined portion of the corresponding 
headers, said vertical portion being in communication with 
the horizontal portion and with the opening to the corre- 
bosses formed on the connecting mem- 


of their 


core 


sponding header, 














bers, and fastening members extending through the 
bosses of the connecting members and of said header 
for securing the connection members to the headers. 
« ’ cae 
- 5 f[ 7" 
ih 
parte hao oe | | 
me 
1,530,846. 
1.5230,186 
1,530,846. Reamer. Frank P. Miller, Meadville, Pa. 
A tool of the character specified comprising a carrier 


receiving channels, the side walls of which 
blades adjustable in said chan- 
and 


blade 
with grooves, 


having 
are formed 


nels and having grooves, pins received in said first 
second named grooves, the opposed surfaces of said second 
and said pins being formed with inter- 
means hold the in the rear 
said first named grooves being formed with end 


are flatly 


named grooves 


to blades position, 


locking 
ends of 
walls with which the adjacent ends of the pins 


‘engaged to hold the pins against rearward movement. 
* * * 
530,47 Oil Burner. Arthur H. Ballard, Boston, Mass. 


In a rotary oil burner, a rotary oil delivery nozzle, an air 


supply conduit, an air nozzle surrounding the oil nozzle, a 

















1,530,473 


pressure creating device for delivering air to said air 
nozzle, a motor for rotating the oil delivery nozzle and 


pressure creating device, a valve for the oil supply, 4 
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weighted arm tending to move said valve to shut off the 
oil supply from the oil delivery nozzle, and a releasable 
catch device including a fusible member to hold said 
valve in position to maintain said supply. 

. . « 

1,530,585. Controlling Means for Unit-Heating Devices. 
Eugene T. Vincent, Boston, Mass. An improved controll- 
ing means for unit heat devices comprising, a main heater, 
a fuel supply conduit leading thereto, a valve in said 
conduit controlling the flow of fuel to the main heater, 
electrically operated means controlling said valve, a pilot 
light, an energizing circuit for said electrically operated 


—— 


— ——— --) 
me ne 


(3 4000 ween ao ain 
(Onn? ere a8 





1,530,585 


means, a pair of break points therein, a pair of ther- 
mostats controlling said break points, and operated re- 
spectively by the variations of room temperature and 
by the heat generated by the pilot light to positively 
and automatically control the operation of the electrically 
operated valve controlling means. 

* . * 

1,531,050. Pipe Wrench. Walter Thompson, Poulton- 
le-Fylde, England. In a pipe wrench, a lever, a cam head 
formed on said lever, an eccentric pin in said head, two 
spaced apart links pivoted on said pin, a chain pivoted at 
one end to said links, and a projection on said lever to 
engage in said chain. ‘ 








1 530,891 


Rae 


rt 
f. 











J 1,531,050. 
1,530,891. Fuel-Oil Burner. Stanley R. Hardwick, 
Cleveland, Ohio. In a fuel-oil burner, the combination 
of a frustro-conical retort, the retort being hollow, the 
retort having a nozzle at its upper end, means for supply- 
ing liquid fuel to the retort, means arranged above the 
nozzle for directing the flow of liquid fuel downwardly 
upon said retort, a casing, the casing consisting of tubular 
legs and having a mouth, the legs establishing commu- 
nication with the mouth, the casing being arranged over 
said retort for directing air passing upwardly through 
its legs and out of its mouth against the retort for mixing 
with the liquid fuel flowing thereupon, a saucer for receiv- 
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Serviceand Satisfaction 


A small investment in-to-date 
equipment will pay large divi- 
dends in reduced upkeep. 


Bignall & Keeler machines fill 
the bill. 


Write for proof 


BIGNALL & KEELER MACHINE WORKS 











rene, of the N. 0. Nelson Mfg. Co. PEERLESS 
CBEKG EDWARDSVILLE, ILL. SBEK “’ 
\ 1 \ fs 
4° Qe 
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When in New York 


LIVE RIGHT at the 
RIGHT PRICE! 


HE next time you visit New York, 

stop at the popular Hotel Martin- 

ique. A modern, fireproof building, 

in the very midst of the shopping, 

as theatrical and business districts, the 
The Best Hotel Martinique offers every con- 


Without venience to the busy visitor. 
” The rates at the Hotel Martinique are 
xtravaga e . 
Ext oe as low as $2.50 per day. Club break- 


fast 45c-—-delightful table d’hote din- 
ner at $1.25. Special luncheons are 
also served at the most moderate 
prices possible. 


Investigate the extraordinary service 
and economy of the Hotel Martin- 
ique, by stopping here on your next 
visit. 


A. E. SINGLETON, Res. Mgr. 


HoTEL MARTINIQUE 


Affiliated with Hotel McAlpin 
Broadway—32nd to 33rd Streets 
New York 
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ing the surplus fuel oil flowing from the outerside of said 
retort, the saucer having cutout spaces for straddling 
Th PENN said tubular legs, means adapted to close said nozzle, a 

e bucket for receiving the fuel oil from the saucer, the 
bucket being normally supported by weighted means, and 


e 
Vise Post and the bucket being adapted to actuate said means for closing 


the nozzle when the bucket has become filled with a 


s 
Pipe Bender predetermined quantity of fuel oil, substantially as 


described. 
Pays for Itself 


Every 60 Days 1,531,877. Oil Burner. Matthias H. Reimers, Hoboken, 
N. J. <A burner including a head having diverging fluid 


Easily Handled— passage ways therein and having chambers therein into 
Made tn two sizes which said passage ways deliver, a substantially straight 
tube connecting the chambers and including an orificed 
If your jobber does intermediate portion arranged exteriorly of the head, and 
not have it, write us removable closure members for said chambers permitting 
i direet access to both the diverging passage ways and tube. 

and give us his name, a. *« © 
or we can supply 1,531,421. Burner for Oil-Burning Furnaces. William 
you direct. E. Shore, New York, N. _o & a burner for oil burning 
furnaces, the combination with the furnace front having 
an opening therethrough, of a cylindrical member ar- 
Oo ranged in said opening being open at the ends and having 
radical longitudinal webs extending inwardly, collars sup- 





* . 7 
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ported by said webs, a fuel discharge tube supported in 
said collars, and a flaring conical member supported by 
said longitudinal webs to project into the combustion 
chamber and to direct the inflowing current of air diverg- 
ently from the discharge end of the fuel tube, 

” * * 

1,531,819. Oil Burner. Bruno A. Schaumann, Mil- 
waukee, Wis. An oil burning apparatus comprising an 
air chest, a pair of upwardly extending casings com- 
municating with said chest and extending upwardly there- 
from and arching over and joining, said casings having 











1,522,040. 
r ) rye? 








Pershing Hotel 


Corner Cottage Grove Avenue and 64th Street 


-¢ Chicago, Illinois 


° HERE iS quality of accommodation at this new South Side 

hotel without the excessive expense of downtown hotels. 
Every room is exquisitely furnished and has private bath. i ay #0 J 
Only a few minutes from the 63rd Street station of the Illinois | _ 
Central, Michigan Central and Big Four, and the Englewood 1,531,819. 
station of the New York Central, the Pennsylvania, the Rock 
Island and the other railroads. Within a short ride of every- 
where via elevated express trains, surface cars, boulevard mo- 





a sharp inner edge and having a downwardly directed 
outlet portion located above said air chest, a baffle plate 


tor coaches or suburban trains. Rates $2.50 and up a day for located above and spaced from said air chest and located 

** one person, $3.50 and up for two. Chicago’s largest restau- below said outlet, an air heater pipe extending across 
7 rant is in the Pershing and above said casings and having an outlet portion 
. extending downwardly into said casing to a point ad- 








, H. E. RICE. President and Manager jacent said outlet, a fitting interposed in said air heating 
i pipe and having a depressed portion, means for feeding 
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H iti ? 
vd ave OM e Latest ition 
dling Ld 
le, a 
= HANGES are constantly taking place in the plumbing and heating industry. New firms start 
stan in business, new specialties are put on the market, manufacturers discontinue some lines and 
th a add other items, concerns consolidate, discontinue business, etc. It is, therefore, necessary to 
” revise Domestic Engineering Catalog Directory and bring out a new edition each year in order 
to furnish the buyer the latest, most up-to-date information obtainable. 
‘ken, - — ‘ 
ail In the 1925 edition, now being distributed, over 30°, changes 
into were made in the Classified Section and the Catalog Section con- 
ae tains about 50°, more manufacturers’ catalog pages than the 
poe 1924 edition. 
ting ‘ ’ 
abe. The rapid growth since the 1923 edition 
was published is illustrated by the compar- 
lam ° . oe 
en. ative sizes of the three editions shown here. 
ving . ° ° ° 
oz Domestic Engineering Catalog Directory 
ving gives you an up-to-the-minute catalog file 
sup- right on your desk, bound in a single cover, 
together with listings of some 2000 items; 
an alphabetical list of some 4000 manufac- 
turers with street addresses, and a section of 
standard tables and rules —-a 
complete encyclopedia 
for the buyer of plumb- 
ing and heating supplies. 
In the Catalog Section 
| ~ over |1,000 items are illus- 
ry : . 
rd trated with all the descrip- 
TE- tion required to place an 
order. The entire book is 
fil- thoroughly indexed and 
an cross-indexed. 
ym- 
Tre- . 
od Special Approval Offer 
As a reader of ‘‘Domestic Engineering”’ 
we want you to have a copy of this Direc- 
tory for inspection and approval. We feel 
sure when you see the book you will desire 
to keep it. If for any reason you wish to 
return it after thirty days’ free examination, 
you may do so without obligation. 
a Take advantage of this liberal offer and mail 
Standard the coupon today. There are only a few copies 
Catalog of the 1925 edition left. 
Size — 
734"x105/" 1732 
od Pages eee a | 
ite f Please send us a copy of the 1925 edition of Domestic j 
, f Engineering Catalog Directory in accordance with the i 
ed PUBLISHED BY j special approval offer. We will either remit $5.00 or return j 
” | the book within 30 days ! 
on j j 
4 DOMESTIC ENGINEERING CO. —_ | 
ng Directory Department } , 
aS a j CT { 
1900 Prairie Avenue CHICAGO, ILLINOIS r ‘ 
DMR ore aici stam era eiN a ards eve a acount chee a j 
aceite eiade aan int litle iealihatheateianeeaatill 
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The customer of real value to you and 
your business is not the one who ts sat- 
isfied with your work as you leave the 
job, but one who is ready to recom- 
mend you ten years from now. 


A good job well done with materials that en- 
dure is the secret of success with every plumber 
who does a big business with profitable cus- 
tomers. 


Invariably “Reading” is the pipe specified and 
used by the plumbing concerns who are at the 
top--or on their way up. They know its ex- 
traordinary long life of useful service will make 
the kind of “‘satisfied customers” that are an im- 
portant factor in building a quality business. 


Incidentally there ts more actual 
profit in every job employing Read- 
ing Genuine Wrought Iron Pipe. 


READING IRON COMPANY 
Reading, Pa. 


World’s Largest Makers of Genuine Wrought Iron Pipe 


Boston Baltimore Cincinnati Houston 
New York Pittsburgh Seattle Tulsa 
Philadelphia Chicago Los Angeles St. Louis 


| 


READING PIP 


GENUINE WROUGHT IRON 
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oil into said fitting, and an overflow connected with said  ([DXGGSGX0066k 2G GK SO OCS OCCCK 





depressed portion. + 
” + a 5 
- 4 : nese Q 
1,532,040. Reamer. Prentice H. Conradson, Chicago, g 
P P .) 
lil. A metal cutting tool comprising a body of die cast < 
alloy having a melting temperature of approximately Th STIN — 
1200 degrees to 1300 degrees Fahrenheit and blades of e SON Patent Equalizing Valve 
hard tempered stee > drawing rs) } ye ing _ A system designed to prevent Water Hammer and any reaction 
ird tempered steel, the dra ng point of the temper being in the water supply system in the building. If properly installed, 
above 1400 degrees Fahrenheit, said body being cast on the Stinson Equalizing Valve is guaranteed to completely and 
. : thoroughly remove any vibration in water pressure systems of 
the base portions of the blades, said blades being em- piping. 
bedded in the body for more than one-half their depth. The Valve is made in sizes as conditions require 
Py * * Stock sizes: 144 and 2'4 inch. 
i Se . ’ eS P } : 1% inch will take care of from % inch to 2 inch supply 
1,532,053, Stop-Leak Composition for Radiators. Guy 2% inch will take care of from 2 inch up to 4 inch supply 
Hill, Winnemucea, Nev. A stop leak composition for Send rough sketch of piping in basement and I will advise you the 
7 38 a‘ proper place to install the equalizer. 
radiators comprising extract of bigeloria graveoleus and 
extract of salsola tragus and cereal meal and soap. 
” ” * : 


1,531,891. Expansible Reamer. Charles P. Wetmore, 
Milwaukee, Wis. A reamer shell of the class described 


WILHELMI and MODERN 
Copper Range Boilers 


provided with two series of slots, the slots of one of said 








IMPROVED IMPROVED 
223 7 . , MODERN 
— — Unexcelled in design, mate- BOILER 
Eg j ‘ ; OL! 
. an oo rial and workmanship. PATENT 
: 1,531,891. Interior thoroughly tinned. eee io ise 
, . ; we No iron used in construc- 
series having their ends terminating within the shell, ' tion 
the slots of the other of said series extending from the ; Guaranteed against  col- 
ends of said shell and terminating within the same. lapse. 


* . . al Always satisfactory. You 
: ’ can safely install them on 


1,532,393. Oil Burner. Irving J. Foltz, deceased, late f 
your best jobs. 


of Seattle, Wash., by Florence O. Foltz, executrix, Seattle, 
Wash. An oil burner having an inner tube and means 
for discharging oil thereinto from one side, a concentric j Hayes Manufacturing Co. 
surrounding tube spaced therefrom to form an annular Paterson, N. J. 

passage, the outer wall of said annular passage being at 
its outer end reduced in diameter and terminating just 
back of the outer discharge end of the inner tube, and 
a common air supply connection for both said tubes. 


Order from your Jobber. Made by 








A Friend Indeed — 
Is This Range Boiler 












































= Manual 
‘*8—te 
; aes) | It contains a vast amount of ac- 
i, curate information on the method 
0 TI of installing RANGE BOILERS 
1 and hot water systems. If you 
| haven’t a copy you should by all 
means send for one. It’s free to 
plumbers. 
J 
nity Detroit Range Boiler & Steel Barrel Co. 
Pee ° ° P 
rey Detroit - Michigan 
1.522.457 
1,532,457. Radiator. Clinton H. Wentworth and 





Lloyd H, Wallner, Los Angeles, Calif. A radiator com- 
prising a finished framework including an upper manifold, 


When you need 


Soldering Flux, 


Try Yager’s. 
Y, Ib., 1 Ib. and 5 Ib. 


Your dealer will supply you or 
write us and ask for Free samples 


a lower manifold, and connecting said members, and a 
core unit adapted to be inserted or removed through the 
front opening in said framework and having its upper 
end secured to a rear wall of the upper manifold and 
its lower end secured to a front wall of the lower manifold. 
a * * 

1,532,733 Oil-Burning Apparatus. Frederick A 
Daechsel, Ottawa, Ontario, Canada. An oil burning ap- 
paratus including a closed liquid chamber mounted in 





an enclosure; burner nozzles extended through said closed — 


Ee ; liquid chamber; heat retaining members mounted on said | ALEXR.BENSONCO.,INC., HUDSON, N.Y. 


closed liquid chamber with certain of said members op- For list of distributors see 1924 McRae Blue Book 
posite the discharge end of said burner nozzles; supply Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronto & Montreal 








and discharge pipes connected with said closed liquid 


on 
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= —— chamber; air conducting pipes connecting said burner 
nozzles; an air supply pipe having extended portions con- 


L.S.D. POSITIVE necting with said air conducting pipes; means for con- 
HOT WATER trolling passage of air into said air conducting pipes 





CIRCULATING VALVE independently; means for forcing air into the air supply 

. f 7 pipe; means for feeding the liquid fuel to said air con- 
Insures hot water at the faucet at all times. ducting pipes; means for regulating the feed for the 

Prevents drawing cold water from bottom of | liquid to said air conducting pipes; the air supply pipe 

tank through return end of circulating pipe. having discharge valve openings adjacent the air con- 

Sold by plumbing jobbers. Positively guaranteed. ducting pipes; the means for closing the air conducting 


pipes comprising valves which are adapted when in open 


Write for descriptive circulars : . ‘ 
f p position to cover the discharge valve openings of the air 


L. S. DLUGOSCH ” , 





































































STORM LAKE - IOWA 3 as 
_ ae | pe 
FO ST £ exh 
—_—_ HA, —** 
ad ' qgeeeercecad “. * wt (4 4——_____—__) 
Your Men Want Furnaces and Torches of - be Ze o. 3 
. a 1,532,733 
g—=— QUALITY 
a supply pipe and permit free passage of the air into said 
oy —We Manufacture Them air conducting pipes; the last mentioned valves serving 
when in closed position to cover the ends of the air 
i If you are not familiar with the : p ¥ : : 
“ALWAYS RELIABLE” line, conducting pipes and permit escape of the air from the 
you should investigate it imme : ; 
diately air supply pipe to the surrounding atmosphere by way of 
Also a full line of plumbers’ tools said air escape valve openings. 
Jobbers can supply from stock, or * * e 
will order for you 
OTTO BERNZ CO. | 1,532,582. Oil Burner. James H. Graden and Zack 
4 - inc. . : . : , . . 
). Graden, Ellenwood, Ga. An oil burner having a fuel 
NEWARK, N. J. ; ; , -* 
O@ices tn chamber and means for supplying fuel to the said cham- 
Patented. New York City, Chicago, San wr eat - » ’ ising ¢ r ef yr a Ves . 
No. 60 Furnace, One Gallon, Francisco, Los Angeles, Seattle, ber, sald means comprising a hollow sing, . shaped 
Gasoline-Kerosene. Helena, Mont., and St. tube having its ends in communication with the casing, 
homas, Ont. 
Fed 
0 (I 
Adsco we -. ast 7 
Graduated bd sa 8 aneutuiiemmesnail od 
Pocktecs Adsco Heating Ts «ite a 
adiatcr o7 nie 
vutse Saves 15% to 
O7 1.532,582 
. 25°) Fuel Cost 
fuel inlet means at one end of the V-shaped tube, an 
‘. tlet tube extending from the casing and having its 
. Write for Folder A-53-D-2 pesca " " “8 : M 
outer end penetrating the said fuel chamber, and valve 
. . . means associated with the said casing and the said outlet 
AMERICAN ])ISTRICT STEAM COMPANY JJ y tneroor 
NogtH ToNAWANDA.N.Y. ' * * * 
Offices: New York Chicago Seattle Ff 1.532.505. Ventilating Device. De Witt Taylor Lyon, 
Chicago, Ill. A ventilating device comprising an oblong 
A DSs< oO HEAT ING wall of substantially elliptical shape, a plurality of sup- 
— porting members carried by said wall on the exterior 
thereof, said members being progressively longer from 
i MAKE more money on 
; your tank jobs 
. 
ASBESTOS 
, top to bottom of said wall, and a cover portion having 
Every range boiler, old or new, needs insulation. if ; 
You can easily sell it to your customer on the gas legs arranged to fit over said wall and provided with 
it saves. Whenever you have a tank job suggest P : s for 
a Carey Jacket it means greater satisfaction to means for engaging any of said supporting members for 
a¢ your customer greater profit to you. holding said cover in predetermined relation with respect 
All standard tank Wrdie far Mriecs 
+ sizes. Shipped as ‘ . to the top of the wall. 
2 complete unil. THE PHILIP CAREY COMPANY sc acelie, Saeed . 
a 261 W Ave., Lockland Cincinnati, Ohi 
ayne ve., oc an ncinnmati, 10 ‘ Py — 
, station is to be installed in the municipal 
Branches and Distributors in 50 Cities A comfort station wg P 
auditorium in Omaha, Nebr. 

















